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BROODER  HOUSES 


Dickelman  Manufacturing  Company 

F'OREST,  OHIO. 


.'I 
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ME.'TAL  BROOD  E-R-  HOUSES 


Factory  located  on  the  Pennsylvania  and  the  C.  C.  C.  &  St.  L.  (Big  4)  railroads,  two 
of  the  greatest  trunk  lines  in  the  country,  giving  unexcelled  shipping  facilities 


Two 


THEDICKELMAN  MANUFACTURING  CO.  FOREST,  OHIO 


(lA  Fe^  Words  of  Introduction 


In  presenting  this  catalogue  to  our  readers  we  do  so  in  order 
that  they  may  become  fully  acquainted  with  the  various  factors  that 
have  made  the  Dickelman  Metal  Brooder  House  an  outstanding 
leader  in  its  field.  It  has  proven  to  be  a  wonderful  success,  not  in 
one  state  or  locality  only,  but,  over  a  wide  scope  of  territory  with 
widely  varying  climatic  conditions.  We  therefore  want  you  to  read 
this  catalogue  with  the  feeling  that  you  are  reading  about  a  tried  and 
proven  product.  You  will  find  in  the  following  pages  voluntary  testi¬ 
mony  from  many  users.  These  represent  but  a  small  part  of  the 
recommendations  that  our  users  have  given  us.  They  cover  particular 
points  of  interest  to  you,  however,  and  are  given  for  that  reason. 

Few  poultry  raisers  realize  the  extent  to  which  DICKELMAN 
Metal  Brooder  houses  are  revolutionizing  chicken  raising  throughout 
the  United  States. 

To  some,  the  Dickelman  claim  that  Dickelman  Metal  Brooders 
save  90%  to  9  7%  of  the  chicks  raised  in  them  and  in  addition  pro¬ 
duce  better  chicks,  weighing  more,  in  shorter  time  than  other  brooder 
houses  sounds  rather  strong. 

But  when  you  get  down  to  the  truthful  fact  that  Dickelman 
Metal  Brooder  Houses  are  actually  showing  the  results  we  claim  in 
over  thirty-four  different  states,  that  over  TWO  MILLION  chicks  were 
raised  in  Dickelman  brooder  houses  last  year,  you  have  to  acknowl¬ 
edge  that  there  must  be  something  unusual  and  better  in  the  Dickel¬ 
man  brooder  house. 

That  being  the  case,  there  is  no  one  more  interested  than  your 
self  in  getting  all  the  facts  about  Dickelman  brooder  houses.  And 
after  you  know  what  Dickelman  brooder  houses  are  doing  for  others 
the  logical  thing  is  to  get  a  Dickelman  brooder  house  yourself,  as  no 
poultry  raiser  can  afford  to  take  the  losses  that  a  Dickelman  brooder 
house  will  save  him. 

The  Dickelman  Manufacturing  Company  has  been  in  continuous 
business  for  forty  years.  This  business  has  been  built  up  on  service 
and  satisfaction.  The  fact  that  the  company  has  been  in  successful 
operation  for  that  length  of  time  is  ample  proof  of  the  fact  that  our 
customers  do  get  service  and  satisfaction. 


Dickelman  Manufacturing  Co. 


METAL  BROODER.  HOUSES 


Why  A  Dickelman  Metal  Brooder  House? 

*^The  biggest  leak  in  the  poultry  business  is  from  the  loss  of  baby 
chicks.  In  most  flocks  less  than  half  the  baby  chicks  are  raised  to 
marketable  size.^’  ^From  the  U.  S.  Department  of  Agriculture. 


Improper  housing  is  responsible  for 
the  greater  part  of  that  loss — virtually  all 
of  it,  in  fact — for  if  baby  chicks  are  kept 
free  from  exposure,  in  a  warm,  dry,  clean 
and  sanitary  house,  with  plenty  of  fresh 
air  and  sunshine,  there  is  little  likelihood 
of  them  becoming  infected  with  diseases 
which  sometimes  wipe  out  from  50%  to 
90%  of  an  entire  flock  in  a  few  days. 
The  problem  of  disease  is  increasing 
rather  than  decreasing,  and  with  this 
condition  to  face,  it  is  necessary  to  pro¬ 
vide  housing  for  your  baby  chicks  that 
embodies  the  proper  living  conditions. 

A  reading  of  the  following  pages  will 


and  smothering — how  it  saves  them  from 
rats,  weasels  and  other  animals. 

No  poultry  raiser  can  withstand  a 
50%  loss  of  baby  chicks  and  expect  to 
make  any  real  profit  out  of  the  business. 
In  many  cases  it  shoves  the  profit  right 
down  to  the  vanishing  point,  and  has  so 
discouraged  many  that  they  have  given 
up  trying  to  make  a  success  of  the  busi¬ 
ness. 

Experience  has  proved  that  the  best. 


Patent  Pending 


A  picture  of  the  dickelman  metal  house.  Note  the  4  full-sised  windozvs,  the 
top  sash  tipped  hack  to  allow  for  ventilation.  Note  also  large  sized  adjustable 

chick  opening. 


make  clear  to  you  why  the  Dickelman 
Metal  Brooding  House  ideally  meets 
every  requirement  for  the  health  and 
sturdy  growth  of  baby  chicks,  no  matter 
how  cold  and  stormy  the  weather  may 
be — how  it  prevents  them  bunching  up 


surest  and  most  economical  way  to  in¬ 
sure  poultry  profits  is  to  raise  the  chicks 
in  a  Dickelman  Brooder  House,  for  then 
they  can  be  depended  on  to  reach  ma¬ 
turity  in  a  fine  condition,  in  the  shortest 
length  of  time  and  with  the  minimum  loss. 


909^  to  97%  of  the  Chicks  Reach  Healthy  Maturity 


If  you  will  give  your  baby  chicks  a 
chance  they  will  live,  grow  and  mature 
in  a  manner  that  will  not  only  make  you 
money  from  the  standpoint  of  the  extra 
numbers  that  are  raised,  but  their  profits 
throughout  the  ensuing  year  will  greatly 
increase  because  they  have  been  proper¬ 
ly  matured. 

We  invite  you  to  study  the  construc¬ 
tion  of  the  Dickelman  Brooder  House. 
Therein  lies  the  secret  of  the  success  of 
this  house.  The  corrugated  metal  con¬ 
struction  combined  with  the  circular 
shape,  plus  perfect  heat  and  ventilation, 
makes  the  healthy  housing  conditions 
wherein  it  is  not  only  possible  but  is  the 
usual  condition  that  over  90%  of  the 
chicks  placed  in  the  house  reach  healthy 
maturity.  Out  of  hundreds  of  letters  that 
we  have  received  in  our  office,  some  of 
which  you  will  read  on  the  following 
pages,  you  will  find  practically  all  report¬ 
ing  raising  over  90%.  Compare  this 
condition  with  the  condition  as  reported 
by  the  U.  S.  Department  of  Agricul¬ 
ture  and  figure  what  it  means  from  the 
standpoint  of  increasing  profits.  You  will 
readily  appreciate  that  where  this  condi¬ 


tion  exists  a  Dickelman  actually  does  pay 
for  itself  through  the  extra  chicks  and  the 
better  chicks  that  are  matured  in  it. 


Reports  Only  3%  Loss 
The  Dickelman  Mfg.  Co.,  Forest,  Ohio. 

“We  are  well  pleased  with  our  brooder  house  and 
will  say  that  we  have  got  550  chicks  in  it  that  are 
just  doing  fine  and  at  the  age  of  four  weeks  we 
only  had  about  3%  loss,  which  we  think  extra  good. 

“We  were  surprised  as  to  how  much  coal  it  saved 
in  keeping  the  heat  up.  It  saves  about  one-third 
more  coal  than  our  other  brooders  do  with  the  same 
amount  of  chicks,  so  there  is  a  great  saving  in  coal. 

“As  to  crowding  in  corners  like  they  do  in  square 
buildings,  it  sure  is  fine  because  there  are  no  cor¬ 
ners  to  get  in.  The  iron  being  cool  at  night  will 
drive  the  chicks  away  from  the  wall  and  will  help 
to  prevent  piling  up,  which  is  another  big  saving 
above  wood  buildings.” 

INDIANA  WHITE  LEGHORN  FARM, 

Center  Point,  Ind. 

96%  Saved 

The  Dickelman  Mfg.  Co.,  Forest,  Ohio. 

“We  have  had  good  success  with  the  Dickelman 
Metal  Brooder  House  purchased  from  you.  We  raised 
96  per  cent  of  the  chicks  started  in  it.  It  is  easy 
to  keep  clean,  and  louse,  fire,  water  and  rat-proof. 
No  trouble  to  maintain  an  even  temperature  under 
all  weather  conditions.  We  will  be  wanting  more 
brooder  houses  next  year.” 

THE  WHARTON  HATCHERY  CO.. 

D.  F.  Young,  Manager  Wharton,  Ohio. 

The  Dickelman  Mfg.  Co.,  Forest,  Ohio. 

“The  Brooder  House  we  purchased  from  you  is 
satisfactory  in  every  way.  Your  ventilating  system 
can’t  be  beat.  We  recommend  Dickelman  Metal 
Houses  to  all  Poultry  Raisers.” 

Mr.  and  Mrs.  Henry  Schafer,  Williamstown,  Ohio. 


R.  J.  Elliott  Poultry  Farm,  Mansfield,  Ohio,  R.  F.  D. 


MET~AL  BROODER.  HOUSES 


Perfect  Ventilation 


Bisected  view  of  the  Dickelman  house  showing  arrangement  of  ivindows,  brooder  stove, 
rear  ventilation  windozv  and  small  door  to  protect  against  floor  drafts  zvhen  the  large 

door  is  open. 


Did  you  ever  stop  to  realize  the  ex¬ 
treme  importance  of  providing  baby 
chicks  with  an  abundance  of  fresh  air 
and  sunlight  and  at  the  same  time  keep¬ 
ing  them  warm  and  free  from  drafts.  The 
baby  chick’s  body,  when  you  stop  to  re¬ 
alize  it,  has  a  very  thin  coating  of  down 
which  is  not  much  protection  from  cold 
floor  drafts.  Likewise  the  baby  chick 
breathes  very  rapidly  and  it  is  necessary 
that  an  ample  supply  of  fresh  air  be  pro¬ 
vided  if  the  chick  is  to  make  proper 
growth  and  also  ward  off  disease. 

In  no  other  brooder  house  ever  con¬ 
structed  has  the  question  of  ventilation 
been  given  such  thoughtful  consideration 
or  brought  to  the  high  degree  of  perfec¬ 
tion  as  the  Dickeiman.  Note  the  venti¬ 
lating  hood  and  damper  in  top  of  roof 
through  which  the  foul  air  escapes. 
The  damper  is  made  of  malleable  iron 
to  insure  perfect  fit  and  freedom  of 
operation,  and  can  be  opened  and 
closed  just  as  needed.  The  ventilat¬ 
ing  system  is  properly  arranged  to  circu¬ 
late  an  abundance  of  fresh  air,  to  take 
out  any  foul  air,  and  avoid  drafts  di¬ 
rect  on  the  chicks.  This  is  done  by 
means  of  four  large  windows  placed 


Dickelman  V entilating  Hood  and  Damper 


in  the  outside  wall.  Opposite  these  win-  ’ 
dows  on  the  opposite  side  of  the  brooder 
is  a  smaller  window  placed  in  the  top 
section  of  the  wall.  This  window  is  pro¬ 
vided  with  a  muslin  sash,  admitting  air, 
but  keeping  out  drafts,  and  has  a  metal 
shutter  on  the  outside  for  bad  weather. 

The  windows  have  glazed  sashes  and 
may  be  swung  open  from  the  top  and 
held  at  any  desired  position  to  give  ven¬ 
tilation.  There  is  plenty  of  sunlight  and 
air  in  the  house  at  all  times.  The  Dickel¬ 
man  system  of  ventilation  absolutely  pre¬ 
vents  condensation  or  accumulation  of 
moisture,  and  assures  the  proper  condi¬ 
tion  in  brooder  houses  to  obtain  ideal 
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results — fully  developed,  strong  leg¬ 
ged,  healthy,  growing  chicks.  It  is 
this  controllable  feature  which  makes  the 
Dickelman  ventilating  system  so  success¬ 
ful  and  so  superior  to  other  makes. 

The  small  inside  door  on  the  lower 
part  of  the  entrance  door  effectively 
prevents  floor  drafts  even  when  the 
large  door  is  open.  This  door  is 
operated  by  a  spring  and  automatically 
closes,  when  entering  the  house  with 
pails  of  feed  or  coal  preventing  the 
chicks  from  running  out  of  the  door. 

The  Ventilating  System  Simple  to 

Operate 

Suppose  we  stop  a  moment  and 
consider  a  few  simple  facts  concerning 
hot  and  cold  air.  No  one  will  dispute 
the  fact  that  warm  air  rises  and  cold  air 
falls.  Open  a  window  in  a  room  in  the 
winter  and  we  have  all  noticed  that  we 
feel  the  cold  on  our  feet  first.  We  all 
know  that  when  we  breathe  out  air,  that 
air  is  warm,  foul  and  moisture-laden.  We 
further  know  that  hot  air  rises.  We  have 
seen  how  it  rises  when  we  breathe  on 
frosty  mornings.  The  same  applies 
whether  it  be  a  person,  animal  or  bird. 
Doesn’t  it  sound  reasonable  then  when 
designing  a  ventilation  system,  to  con¬ 
struct  one  that  will  allow  the  warm,  foul, 
moisture-laden  air  to  continue  to  rise  and 
pass  on  out  of  the  building.  Fresh  air, 
because  it  is  cooler,  will  naturally  fall  to 
the  floor,  be  warmed  by  the  stove  and 
breathed  by  the  chicks.  This  is  exactly 
what  takes  place  in  a  Dickelman  house. 
Th  e  air  breathed  out  by  the  chicks  rises, 
flows  along  the  roof  and  out  at  the  very 
peak  of  the  house.  Remember  this  point, 
too.  The  moisture  in  the  breath  of  the 
chick  is  a  vapor-like  steam.  The  proper 
time  to  remove  that  water  is  while  it  is 
in  a  vapor  and  not  after  it  has  condensed 
into  water. 

Some  houses  have  pipes  extending 
down  to  near  the  floor  from  which  point 
the  foul  air  is  supposed  to  be  taken  off. 
In  such  houses  the  foul  air  breathed  out 
by  the  chicks  rises,  as  in  the  Dickelman, 
but  it  cannot  escape.  Therefore  it  comes 


in  contact  with  the  roof,  is  chilled,  falls  to 
the  floor  and  eventually  some  may  pass 
up  the  ventilating  pipe,  but  a  large  part 
of  it  is  mixed  up  with  some  additional 
fresh  air  to  be  breathed  again  by  the 
chicks.  Instead  of  a  free,  unhampered 
movement  of  fresh  air  into  the  house 
through  windows  and  muslin  curtains, 
with  an  accompanying  outgo  of  the  foul 
air  such  as  exists  in  a  Dickelman,  we  find 
in  the  other  type  of  houses  a  stagna¬ 
tion  of  foul  air  above  the  ventilating 
pipe  openings  and  below  it  a  mixture  of 
foul  and  fresh  air — certainly  a  very  un¬ 
satisfactory,  unhealthy  condition.  Fur¬ 
thermore,  since  the  movement  of  air  is 
along  the  floor,  ventilation  of  this  type 
is  liable  to  cause  floor  drafts,  and  chill 
the  chicks. 

Lots  of  Air  Is  Needed 

While  eggs  are  being  incubated  in  an 
incubator,  many  machines  are  so  con¬ 
structed  that  the  air  is  changed  every 
eight  to  fifteen  minutes.  If  it  is  neces¬ 
sary  to  have  that  much  fresh  air  when 
hatching,  it  is  necessary  to  have  even 
more  fresh  air  after  the  chick  is  hatched 
and  breathing,  as  the  oxygen  in  the  air 
is  consumed  more  rapidly  by  the  breath¬ 
ing  chicks. 

A  chick  breathes  three  times  to  our 
once,  consuming  the  oxygen  in  the  air 
very  rapidly,  so  with  500  chicks  in  a 
brooder  house,  it  is  vital  to  the  health 
and  well  being  of  the  chicks  that  the  air 
be  changed  frequently  in  the  brooder 
house.  The  Dickelman  Brooder  House 
provides  a  continuous  supply  of  pure 
fresh  air  due  to  its  special  ventilating 
features. 

Warm  In  Winter 

Mrs.  Alvina  Stein,  Delano,  Minn.,  says,  “It  does 
not  take  any  more  fuel  than  a  wooden  house.  You 
know  in  Minnesota  we  have  some  pretty  severe  win¬ 
ters.  We  had  no  trouble  whatever  in  keeping  our 
Dickelman  Metal  Brooder  House  warm  and  comfort¬ 
able.  The  house  seems  cooler  in  hot  weather — 1 
would  not  trade  it  for  all  the  wooden  houses  I  ever 
saw.” 

From  Kuhn,  North  Dakota,  Mr.  Emanuel  Gruneich 
wrote:  “1  find  my  Dickelman  Metal  Brooder  House 
cooler  than  my  wooden  houses  in  summer;  it  was 
nice  and  warm  in  cold  weather;  it  did  not  use  as 
much  coal  as  a  wooden  house.” 
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By  Actual  Test  Dickelman  Houses  Prove  up  Every  Claim 


We  would  like  the  reader  of  this  cata¬ 
log  to  bear  in  mind  that  the  claims  we 
make  for  Dickelman  Houses  are  not 
merely  empty  words  but  that  in  every 
instance  we  have  plenty  of  corroborated 
evidence  that  these  statements  represent 
the  truth.  On  the  preceding  pages  we 
have  described  in  quite  detail  the  ventila¬ 
tion  system  of  the  Dickelman  Brooder 
House.  We  would  like  to  call  to  your 
attention  the  letters  below  which  bring 
out  the  experience  that  these  poultrymen 
have  had  with  Dickelman  houses  and 
with  the  ventilation  features  in  particular. 

Every  Poultryman  Should  Have  One 

Uniopolis,  Ohio,  Route  No.  I 

Dear  Sirs: 

I  have  one  of  your  metal  brooder  houses  and  am 
very  much  pleased  with  it;  we  put  in  5  1 8  chicks  and 
raised  492  of  them  to  maturity.  We  were  well  pleased 
with  this,  as  this  would  be  about  95%. 

We  sold  the  cockerels  for  enough  money  to  more 
than  pay  for  the  house  and  we  had  about  250  fine 


pullets  left.  I  would  not  part  with  my  house  unless 
1  was  sure  that  I  could  get  another  one. 

The  house  is  well  ventilated,  easy  to  keep  clean, 
and  our  chicks  never  pile  up.  This  is  a  great  ad¬ 
vantage  over  the  old  wooden  brooder  house. 

1  can  recommend  the  Dickelman  Brooder  House  in 
every  way  and  think  every  poultryman  should  have 
one  or  more  of  them. 

Yours  very  truly, 

J.  L.  DUDGEON. 

“Never  Knew  How  Easy  It  Was  To  Raise  Chicks 
Until  We  Got  Our  Dickelman” 

Rushylvania,  Ohio. 

Gentlemen : 

We  have  one  of  your  Metal  Brooder  Houses  and 
put  in  500  Barred  Rock  Chicks,  Feb.  7th.  We  raised 
450  of  these  to  maturity.  Out  of  this,  we  kept  90 
pullets.  These  have  been  laying  since  the  middle  of 
June.  Later  we  raised  another  bunch.  The  cock¬ 
erels  and  pullets  sold  brought  more  than  enough 
money  to  pay  for  the  house,  feed,  coal  and  all  ex¬ 
penses  and  we  still  have  360  fine  pullets  left. 

The  ventilation  system  is  just  fine,  and  we  never 
knew  how  easy  it  was  to  raise  chickens  until  we  got 
our  Dickelman. 

The  house  is  sanitary  and  easily  kept  clean.  It 
is  also  warm  and  dry  in  cold  and  damp  weather. 

We  can  heartily  recommend  your  house  in  every 
way. 

Yours  very  truly, 

MRS.  FRANK  McKIRAHAN. 


Chicks  Comfortable  In  Both  Warm  and  Cold 

Weather 

The  Dickelman  Mfg.  Co.,  Forest,  Ohio. 

“We  especially  want  to  compliment  you  on  the 
ventilating  system.  During  most  of  the  time  we  ran 
our  Dickelman  house  with  the  front  windows  wide 
open  as  well  as  the  back  one.  We  find  that  the 
general  tendency  among  people  who  are  operating 
brooder  stoves  and  brooder  houses  of  all  kinds  is 
to  keep  them  closed  up  too  tight.” 

THE  SOUTH  KENTON  POULTRY  FARM, 

Kenton,  Ohio. 


Installation  on  farm  of  Ross  Griffen,  Lakeview,  0. 
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The  Heating  Plant 


A  reliable  heating  plant  is  a  necessity 
if  chicks  are  to  receive  a  uniform  supply 
of  heat.  Much  bowel  trouble  resulting  in 
so-called  white  diarrhea  is  caused  by 
chicks  being  overheated  or  chilled.  If  the 
temperature  goes  to  zero  at  night  the 
poultry  man  likes  to  have  the  safe  feeling 
that  his  chicks  are  warm  and  comfort¬ 
able.  The  Dickelman  Brooder  House  is 
heated  by  means  of  a  coal  burning 
brooder  stove  of  the  latest  approved 
type.  The  stove  is  simple  in  construc¬ 
tion,  has  a  5  2 -inch  canopy  and  is  rated 
at  1,000  chicks  capacity.  Poultrymen 
who  know  because  they  actually  kept  a 
record  find  that  even  in  zero  weather 
there  is  no  trouble  in  keeping  a  Dickel¬ 
man  Brooder  House  warm  and  cozy  with 
less  fuel  consumption  than  is  required  in  a 
wooden  house. 

The  damper  and  hood  of  this  house  may 
be  secured  to  accommodate  either  4-inch  or  5- 


inch  pipe.  This  makes  possible  your  using 
brooder  stoves  which  you  may  already  have. 
Be  sure  and  specify  the  size  you  desire  when 
ordering,  as  unless  you  specify  the  size,  we 
will  furnish  5-inch  as  regular  equipment,  ex¬ 
cept  where  No.  1  1  Newtown  stove  is  ordered 
with  Brooder  House  in  which  case  4-inch  will 
be  furnished. 


Easily  and  Quickly  Erected 


It  is  no  trouble  to  erect  a  Dickelman 
Metal  Brooder  House.  Every  hole  is  ac¬ 
curately  punched,  and  every  part  fits 
perfectly.  Directions  for  erecting  are 
furnished  with  each  house,  and  each 
sheet  is  marked  in  the  order  in  which  it 
is  to  be  erected,  so  that  if  instructions 
are  carefully  followed,  the  house  is  ex¬ 
tremely  simple  and  easy  to  erect.  Spe¬ 
cially  constructed  corrugated  metal  piec¬ 
es  are  furnished  for  window  frames. 
These  fit  tightly  against  the  corrugated 
walls  of  the  house,  making  a  tight  joint. 
Our  windows  are  fitted  into  frames,  mak¬ 
ing  a  perfect  job.  In  some  houses  the 
windows  are  bolted  tightly  against  the 
metal  wall.  In  such  houses  the  stress  and 
strain  of  moving  over  rough  ground  is 
liable  to  result  in  broken  windows,  while 
in  the  Dickelman  the  windows  being 
fitted  into  special  frames  makes  it  easy 
to  move  without  breaking  the  windows. 

Wood  Platform 

We  do  not  furnish  the  wood  platform 
or  skids  on  which  the  house  is  con¬ 


structed.  We  recommend  for  skids  either 
2x6  or  2x8  joists,  using  one-inch  boards 
for  platform.  We  furnish  a  metal  cov¬ 
ering  for  the  floor  which  makes  this  both 
rat-proof  and  fireproof,  and  also  pre¬ 
vents  floor  drafts. 

Plenty  Large  Enough 

For  500  chicks  quite  a  lot  of  space  is 
needed,  if  you  are  going  to  mature  a 
high  percentage  of  them.  A  Dickelman 
is  12'  6"  in  diameter,  which  is  larger  than 
a  10x12'  rectanglar  house.  It  is  6'  2" 
from  the  floor  to  the  eaves.  Plenty  of 
room  is  thus  afforded,  but  we  are  free  to 
admit  that  with  the  high  percentage  that 
is  usually  matured  it  is  necessary  to  re¬ 
move  the  cockerels  promptly  at  the  age 
of  eight  to  ten  weeks  to  allow  room 
for  the  pullets  to  mature.  To  use  a 
smaller  house  will  reduce  your  profits. 
The  Dickelman  is  large  enough  but  none 
too  large  for  best  results.  Don’t  take 
chances  with  a  smaller  house,  as  you  will 
pay  dearly  for  it  in  the  long  run. 
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Why  Chicks  Don’t  Crowd  In  A  Dickelman 


In  the  preceding  pages  we  have  point¬ 
ed  out  that  in  a  Dickelman  house 
the  atmosphere  is  at  all  times  comfort¬ 
ably  warm,  with  a  low  fuel  consumption. 
We  have  also  stated  that  the  chicks  do 
not  crowd.  Of  course,  the  most  obvious 
reason  for  this  lack  of  crowding  is  due 
to  the  fact  that  there  are  no  corners  in 
which  the  chicks  can  pile  up.  How¬ 
ever,  most  poultrymen  have  had  the 
experience  of  having  chicks  crowd  occa¬ 
sionally,  even  against  the  flat  side  of  a 
building. 

Why  is  it,  therefore,  that  in  a  Dickel¬ 
man  this  absolutely  does  not  happen? 
The  reason  is  that  in  a  Dickelman  metal 
brooder  house,  the  walls,  being  of  metal, 
when  touched  by  the  chick  give  a  sense 
of  chill,  which  makes  the  chick  quickly 
move  back  toward  the  fire.  The  same 
thing  can  be  easily  duplicated  by  touch¬ 
ing  a  window  pane  with  our  fingers,  or 


in  touching  a  metal  window  casing.  The 
inside  of  the  room  may  be  perfectly 
comfortable,  but  touching  these  articles 
allow  for  a  quick  passing  of  the  heat 
from  the  body  through  the  material,  giv¬ 
ing  that  sense  of  chill  from  which  we 
draw  back.  This  is  exactly  the  case  of 
the  chick  touching  the  metal  wall  of  the 
Dickelman  house,  and  consequently  the 
chick  is  automatically  protected  against 
crowding  and  piling. 

Do  Not  Insulate  a  Metal  Brooder 

House 

It  was  interesting  to  note  the  experi¬ 
ence  of  one  of  our  customers.  Thinking 
that  a  metal  house  might  be  rather 
cold,  he  stacked  corn  fodder  around  a 
portion  of  the  house  to  protect  it  from 
the  winds  and  cold,  as  he  thought.  One 
of  our  salesmen,  on  visiting  this  gentle¬ 
man  on  a  later  date,  found  him  com- 


Viczv  shozving  installation  of  a  dickelman  metal  brooder  house  on  the  farm  of  Willis  Fry. 
Belief ontainc,  Ohio.  Note  hozv  close  Brooder  House  is  to  dzvcUing  zvithont  danger  of  fire. 
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plaining  of  the  fact  that  his  chicks  were 
crowding  against  the  walls  of  the  house. 
Sensing  at  once  that  something  must  be 
wrong,  our  salesman  made  an  investiga¬ 
tion,  and  on  checking  up  found  that 
the  portion  of  the  house  where  the  chicks 
were  crowding  corresponded  exactly 
with  that  portion  of  the  house  where 
the  corn  fodder  was. 

What  actually  happened  was  that  the 
corn  fodder  served  as  an  insulation  on 
the  outside,  and  the  chicks  crowding 
against  the  wall  soon  warmed  up  a  por¬ 
tion  of  the  metal  to  a  point  where  it  was 
comfortable.  If  the  corn  fodder  had  not 
been  against  the  house,  the  heat  from 
the  chicks  would  have  been  quickly  taken 
off,  giving  that  sense  of  chill  which 
would  have  at  once  sent  them  back  to 
the  fire.  Therefore,  do  not  experiment 
in  trying  to  protect  the  house,  as  it  is 
perfectly  all  right  in  the  condition  in 
which  we  send  it  to  you.  The  Dickel- 
man  house  is  not  lined  and  is  better 
so  for  the  above  reason.  If  the  walls  were 
lined,  the  quality  of  heat  reflection  would 
be  lost.  A  lined  house  would  be  colder 
instead  of  being  warmer.  A  lining  would 
also  be  certain  to  harbor  lice  and  mites 
and  reduce  the  sanitary  qualities  of  the 
house.  The  Dickelman  Brooder  House  is 
clean,  safe  and  sanitary  and  we  expect  to 
keep  it  that  way. 


Mr.  and  Mrs.  Henry  Schaef¬ 
er,  W  illiamst  own ,  Ohio,  find 
their  brooder  house  satisfac¬ 
tory  in  every  way.  This  pic¬ 
ture  shows  their  installation. 
See  their  letter  on  page  five. 


Corrugated  Sidewalls 


The  Dickelman  is  the  Only  Brooder 
House  Built  Having  Corrugated 
Side  Wall 

The  corrugated  sidewalls  not  only  add 
greatly  to  the  tensile  strength,  but  the 
corrugations  of  the  metal  provide:  (1) 
Extra  surface  of  metal  for  conduction. 
(2)  Positions  where  the  sun’s  rays  strike 
at  right  angles,  and  hence  give  more  ef¬ 
fect  than  the  striking  at  an  angle  on  a 
smooth  surface.  (3)  The  unequal  heat¬ 
ing  of  the  corrugated  metal  in  sunlight 
produces  convection  currents  tending  to 
keep  air  in  circulation  and  prevent  col¬ 
lection  of  foul  air.  (4)  The  air,  cooled 
from  the  corrugations  is  given  an  im¬ 
pulse  away  from  sides  of  brooder,  thus 
aiding  in  preventing  sharp  drafts.  ( 5 ) 
The  corrugations  retain  a  small  amount 
or  air,  serving  to  insulate  the  sides,  aid¬ 
ing  in  undue  escape  of  heat,  yet  retain¬ 
ing  conduction  at  corners  to  outside. 
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Endorsed  By  Prominent  Breeders 


After  a  poultryman  has  been  in  the 
business  for  ten,  fifteen,  twenty,  yes  even 
thirty  or  forty  years,  it  is  reasonable  to 
suppose  that  the  poultryman  knows  his 
business  and  is  not  going  to  be  easily 
misled.  Among  the  prominent  breeders 
in  the  country  who  are  at  the  present 
time  using  Dickelman  Metal  Brooder 
Houses  we  have  such  men  as  J.  W. 
Parks  of  Altoona,  Pa.  A  picture  of  a 
Dickelman  house  on  his  farm  is  shown  in 
this  catalog.  On  his  farm  in  the  rugged 
climate  of  mountainous  Pennsylvania  a 
Dickelman  house  has  thus  far  met  every 
demand  to  which  it  has  been  put.  At 


Berea,  Ohio,  Cecil  Sheppard,  famous 
breeder  of  Anconas,  endorses  Dickelman 
Metal  Brooder  Houses. 

At  Ohio  State  University  there  are 
three  Dickelman  Metal  Brooder  Houses 
on  the  poultry  farm.  At  first  two  houses 
were  purchased,  and,  having  proven 
their  satisfaction,  an  additional  house  has 
since  been  purchased.  Paul  Riley,  former¬ 
ly  Extension  Poultry  Specialist  of  Pur¬ 
due  University  gave  the  Dickelman  pref¬ 
erence  when  purchasing  a  house  for  his 


own  farm,  Mr.  Wilber  A.  Huffman, 
Rawson,  O.,  has  eight  Dickelman  Metal 
Brooder  Houses  on  his  poultry  farm.  Mr. 
C.  V.  Van  Horn  at  Lakeview,  Ohio, 
agent  for  Dickelman  houses  at  that  point, 
sold  one  hundred  and  twelve  in  the  ter¬ 
ritory  right  around  Lakeview.  The  in¬ 
teresting  part  about  his  experience  is 
that  those  people  who  have  purchased 
one  Dickelman  Brooder  House  are 
among  his  best  prospects  for  further 
sales;  in  other  words,  they  have  tried 
and  proved  to  their  own  entire  satis¬ 
faction  that  the  houses  are  a  success. 
Mr.  Michael  Geiger  of  Bellevue,  Ohio, 


has  sold  one  hundred  and  six  Dickel¬ 
man  houses  in  the  territory  immediately 
surrounding  Bellevue  in  practically  a 
year’s  time.  Seventeen  hatcheries  out 
of  a  total  of  twenty-two  in  Harrison 
county,  Indiana,  are  using  Dickelman 
Houses.  In  Illinois,  at  Lena,  the  Thad 
Stouffer  Hatchery  has  sold  over  fifty 
metal  brooder  houses  right  around  Lena. 
The  fact  that  where  once  a  Dickelman 
gets  a  start  there  are  many  others  bound 
to  follow  is  interesting  evidence  of  the 


This  shows  installation  of  brooder  house  on  the  farm  of  J.  W.  Parks,  Altoona,  Pa. 
J.  IV.  Parks  is  recognized  headquarters  for  Bred-to-Lay  Barred  Plymouth  Rocks. 
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quality  and  superiority  of  this  house. 

One  of  the  most  prominent  hatchery 
men  in  the  south  discontinues  all  other 
makes  of  houses  and  uses  and  sells  Dick- 
elmans  exclusively. 


The  Dickelman  Mfg.  Co., 

Forest,  Ohio. 

Gentlemen : 

Please  send  us  by  freight  at  once  two  metal  brood¬ 
er  houses,  1  2J/2  feet  in  diameter,  the  same  thing  you 
sent  us  on  our  order  of  about  October  first. 

We  have  been  using  your  brooder  house  for  some 
time,  and  found  it  so  satisfactory  that  we  are  going 
to  discontinue  using  any  other  metal  brooder  house 
and  count  on  using  your  house  exclusively  and  sell¬ 
ing  it  exclusively. 

If  we  should  order  them  sent  to  our  customers 
direct,  would  you  be  in  position  to  make  prompt 
shipment  ? 

Won’t  you  please  send  us  about  1 00  of  the  little 
circulars  describing  this  brooder  house,  so  that  we 
can  enclose  one  with  our  letter  quoting  prices  on 
these  houses? 


Lexington, 


Very  respectfully  yours, 

KLNTUCKY  HATCHERY, 

D.  D.  Slade,  Manager. 

Ky. 


Another  Ohio  hatchery  man  thinks 
Dickelman  a  God-send  to  poultry  raisers. 

“The  Dickelman  Mfg.  Co.,  Forest,  Ohio. 

Gentlemen: 

We  are  confident  that  the  Dickelman  Brooder 
House  has  been  a  god-send  to  poultry  raisers.  It 
is  built  for  permanence  and  substantiability  and  is 
fire  and  rat  proof. 

90%  of  the  losses  in  chicks  in  the  past  have  been 
due  to  the  lack  of  proper  equipment  and  the  neglect 
of  moving  the  brooder  house  onto  fresh  soil  each 
season.  The  Dickelman  house  is  easily  moved  and 
with  it  you  should  raise  90%  of  your  chicks. 

We  have  raised  chicks  in  4  or  5  Dickelman  Brood¬ 
er  Houses  the  past  year,  with  wonderful  results,  and 
are  now  using  them  for  maturing  our  pullets. 

We  are  sure  that  no  one  will  make  any  mistake 
in  purchasing  this  brooder  house  for  permanent 
equipment.” 

Yours  truly, 

CO-OPERATIVE  BREEDING  &  HATCHING  CO. 
Tiro,  Ohio. 


At  Sharon,  Conn.,  Charles  W.  Bonner  has  been 
using  a  Dickelman  for  two  years  and  says,  “1  have 
been  using  a  Dickelman  Metal  Brooder  House  for 
two  years  and  have  found  it  very  satisfactory;  had 
no  trouble  in  heating  it.” 

On  page  28  you  will  find  the  experience  of 
Mr.  H.  H.  Swift,  manager  of  the  Wye  Poultry 
Farm  at  Longwoods,  Maryland,  who  feels  that 
the  Dickelman  House  is  about  the  best  house 
for  the  purpose  intended  he  ever  saw.  He 

found  that  using  the  test  hour  at  noon  each 

day,  the  Dickelman  was  actually  cooler  in  hot 
weather  than  other  houses.  The  secret  o  f  the 
condition  lies  in  the  fact  that  the  ventilation 

in  a  Dickelman  house  is  so  absolutely  complete 
and  scientifically  constructed,  yet  extremely 

simple,  that  surplus  heat  is  removed  from  the 
building  in  a  surprisingly  efficient  manner.  The 
fact  that  the  walls  of  the  Dickelman  Brooder 
House  are  corrugated  makes  for  better  ven¬ 
tilation,  as  the  unequal  heating  of  the  metal 
in  sun  light  produces  convection  currents  tend¬ 
ing  to  keep  air  in  circulation  and  prevent  col¬ 
lection  of  foul  air.  The  air  cooled  from  the 
corrugations  is  given  an  impulse  away  from 
sides  of  brooder,  thus  aiding  in  preventing 
sharp  drafts. 

Here  also  is  a  letter  from  the  Golden  Rod 
Hatchery  of  Miller,  Nebraska: 

“Dickelman  Mfg.  Co., 

Forest,  Ohio. 

Gentlemen : 

The  brooder  house  which  we  ordered  from  you  is 
working  fine.  Have  had  zero  weather  and  was  able 
to  keep  chicks  warm  and  cozy  and  growing  fine. 
Are  highly  pleased  with  same  and  hope  to  order 
more  soon.” 

GOLDENROD  HATCHERY. 

The  fact  that  the  walls  are  corrugated  make 
for  a  warmer  building,  as  the  corrugations  aid 
in  undue  escape  of  heat,  due  to  the  fact  that 
the  heat  strikes  at  right  angles  and  hence  gives 
more  effect  than  through  striking  at  an  angle 
on  a  smooth  surface. 


Dickelman  Houses  are  Easily  Moved  Any  Distance 


Whether  you  desire  to  move  your  brooder 
house  a  short  distance  or  wish  to  make  a  long 
haul,  a  Dickelman  is  equally  adaptable  as  the 
accompanying  pictures  show.  Relatively  light 


in  weight,  but  extremely  sturdy  in  construc¬ 
tion  it  can  easily  be  hauled  over  rough  ground 
or  loaded  on  a  truck  without  any  danger  of 
warping  the  building. 


. . .  . . . . 

*^****— ^— *— »■■■■  .  I  ,  -  .  -- — ■  ■■  ■ —  i!i^  '  iin  iiii  ‘■'■tii.Ti;' 


T  hirteen 


METTAL.  BROODER-  HOUSES 


Losses  Much  Lower  Than  In  Wooden  Houses 


It  is  but  natural  that  many  of  our 
readers  will  want  to  know  just  what  the 
experience  has  been  with  some  of  those 
people  who  have  used  wooden  houses 
and  metal  houses  side  by  side.  Mr. 
Tibbals  of  Rose  Lawn  Poultry  Farm, 
Dayton,  Ohio  has  very  convincing  evi¬ 
dence.  He  back  in  1925  wrote  us  as 
follows: 

*‘We  are  having  wonderful  luck  with  the  chicks  we 
placed  in  your  (Dickelman)  houses.  We  placed  650 
chicks  in  each  house,  and  at  the  same  time  placed 
500  chicks  in  a  10x12  new  house  built  of  lumber. 
Our  loss  in  the  500  chicks  placed  in  the  lumber 
house  was  far  greater  than  the  combined  loss  in  the 
two  metal  houses  purchased  from  you.” 

From  Mr.  Tibbals’  letter  you  can  see 
that  the  two  metal  houses  which  he  pur¬ 
chased  gave  a  splendid  account  for 
themselves,  in  spite  of  the  fact  that  he 
had  650  chicks  in  each  house,  while  he 
only  had  500  in  a  10x12  wooden  house. 
If  either  house  had  the  advantage,  it  cer¬ 
tainly  was  the  wooden  house,  by  virtue 
of  the  smaller  number  in  it.  But  in  spite 


of  the  handicap,  the  Dickelman  houses 
showed  their  superiority.  The  installation 
of  these  houses  on  the  Rose  Lawn  Poul¬ 
try  Farm  is  shown  below.  This  is  but 
one  of  many  instances  where,  side  by 
side,  chicks  produced  in  a  Dickelman 
house  have  not  only  shown  a  less  mor¬ 
tality,  but  have  actually  produced  great¬ 
er  gains  in  weight  for  the  same  length 
of  time. 

Mr.  August  Levison  of  Maquoketa, 
Iowa  writes  as  follows: 

“Please  send  me  the  prices  on  your  brooder 
houses  at  this  time,  as  we  do  not  know  if  they  have 
changed  since  the  last  we  bought  from  you.  1  am 
in  the  market  for  2  or  3  more  Dickelman  Metal 
Brooder  Houses  for  my  own  use  and  have  some  in¬ 
quiries  from  others  and  expect  to  sell  some  for  you 
this  season  if  1  can  still  have  the  agency.  The  peo¬ 
ple  to  whom  1  did  sell  are  all  very  well  pleased  with 
their  Dickelman  Metal  Brooder  House.  We  run  3 
Dickelman  Brooder  Houses  and  2  square  wooden 
ones  side  by  side  this  season  and  do  not  expect  to 
use  any  wooden  ones  next  season,  for  the  fatality 
runs  4  to  5  times  greater  in  the  wooden  building. 
1  am  counting  on  using  6  Dickelman  Metal  Brooder 
Houses  next  spring  and  feel  sure  that  1  can  sell  a 
number  of  these.” 


Tivo  brooder  houses  on  the  Rose  Lawn  Farm,  Dayton,  Ohio.  Mr.  Tibhal’s  combined  loss 
of  chicks  in  these  two  houses  is  less  than  in  one  wooden  house,  zvhich  he  used.  So  firmly 
convinced  zvas  he  of  the  superiority  of  the  dickelman  house  that  after  buying  his  first  tzvo 
Dickelman  houses  he  later  bought  five  more,  making  a  total  of  seven  nozv  in  use  on  his 

Rose  Lazvn  Farm 
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The  House  Is  Warmer  In  Winter  And  Cooler  in  Summer 


One  of  the  important  features  of  the 
Dickelman  Brooder  House  is  the  fact 
that  it  is  warmer  in  winter  and  cooler  in 
summer  than  any  other  style  house. 
Note  the  accompanying  picture  which 
is  our  installation  on  the  farm  of  R.  H. 
Kempter,  of  Syracuse,  N.  Y.  Here  is 
his  letter: 

“Dickelman  Mfg.  Co., 

Forest,  Ohio, 

Gentlemen : 

In  regard  to  your  brooder  houses,  I  wish  to  say 
they  cannot  be  beat.  Many  people  who  have  come 
to  see  my  houses  (I  have  three)  say  they  must  be 
hot  in  summer,  and  when  I  show  them  how  cool  it 
is  inside  on  the  hottest  days,  they  are  very  much 
surprised.  Your  brooder  houses  could  not  be  con¬ 
structed  better.  They  are  well  lighted  and  venti¬ 
lated  without  the  least  bit  of  draft,  and  the  stoves 
are  certainly  fine  heaters.  No  trouble  at  all  to  start 
them,  and  only  need  to  be  looked  after  twice  a  day. 
They  surely  keep  the  house  warm  in  cold  weather; 
and  in  the  summer,  by  opening  the  windows  from 
the  top,  1  have  had  no  trouble  in  keeping  the  houses 
cool.  I  lost  about  10%  of  my  little  chicks,  which 
isn’t  so  bad  considering  we  have  had  very  bad 
weather  for  chicks  this  spring.” 

R.  H.  KEMPTER. 

Since  the  facts  of  the  case  are  that 
the  house  is  comfortable  and  satisfactory 
regardless  of  weather,  it  is  interesting  to 


see  why  that  is  made  possible.  First, 
with  regard  to  the  cold  weather,  the  rea¬ 
son  that  this  house  will  keep  a  satisfac¬ 
tory  temperature  with  less  fuel  is  because 
of  the  bright  walls  and  circular  shape. 
Most  of  us  are  familiar  with  the  fact  that 
a  bright  surface  such  as  a  mirror  or  shiny 
piece  of  metal  will  reflect  light;  in  the 
same  manner  it  will  reflect  heat.  There¬ 
fore  in  a  Dickelman  Brooder  House,  as 
the  heat  is  given  off  by  the  stove  and 
travels  toward  the  outside  walls,  it  is  in 
turn  reflected  back.  This,  of  course,  oc¬ 
curs  upon  all  sides  of  the  building,  since 
the  building  is  round,  and  we  find  a 
thorough  mixing  of  the  heat  given  off  by 
the  stove  in  such  a  manner  that  a  lower 
fuel  consumption  results.  Were  the  walls 
a  black  color,  or  even  dark,  as  for  in¬ 
stance  a  wooden  wall,  we  would  find 
that  the  heat  would  be  absorbed  and 
pass  through  rather  than  be  reflected.  It 

is  this  principle  which  makes  the  Dickel¬ 
man  House  stand  out  as  a  fuel  saver. 


Installation  of  brooder  house  on  R.  H.  Kempter  farm  at  Syracuse,  N.  Y. 
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Here  Are  The  Points  Where  The  Dickelman 

Is  Outstandingly  Superior 


In  order  that  you  may  be  able  to  see 
at  a  glance  the  many  points  where  the 
Dickelman  has  demonstrated  its  superior¬ 
ity  we  are  summing  up  many  of  these 
points. 

Capacity 

The  Dickelman  house  is  amply  large 
enough  to  accommodate  500  chicks. 
Many  have  put  more  than  this  in  the 
house  and  raised  them  successfully.  We, 
however,  recommend  that  you  do  not 
put  more  than  500  in  them  at  once  or 
the  rapidly  growing  birds  will  have  to  be 
removed  from  same  at  an  early  age. 
Even  with  500  it  would  be  necessary  to 

remove  the  cockerels  early  to  provide 
room  for  the  maturing  pullets.  The 
house  is  1 2  ft.,  6  in.  in  diameter  and  is 
6  ft.,  2  in.  from  floor  to  eaves. 


Corrugated  for  Durability  and  for  Better 

Ventilation 

The  wall  plates  of  the  Dickelman 
house  are  corrugated.  This  makes  for 
better  ventilation  and  increases  th  e  ten¬ 
sile  strength  of  the  metal  2  1  times.  It  in¬ 
sures  absolute  rigidity  and  permanence. 
The  Dickelman  house  contains  50% 
more  metal  than  other  houses.  Natural¬ 
ly  it  is  worth  more  than  that  to  you.  The 
Dickelman  is  everywhere  admitted  to  be 
by  far  the  strongest  built  and  best  brood¬ 
er  house  you  can  buy. 

Weight 

The  weight  of  the  Dickelman  house  is 
approximately  1,310  pounds  crated  for 
shipment.  This  does  not  include  the 
stove  and  hover  which  weighs  approxi¬ 
mately  1  00  pounds.  It  is  easy  to  move  a 
Dickelman  over  the  ground  from  one 
place  to  another  in  order  that  the  chicks 
may  have  a  clean  range. 


. . . 
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Windows 

Regular  equipment  of  the  Dickelman 
house  is  four  full  sized  windows  (8  sash) 
fitted  with  regular  window  glass.  Cello 
glass  is  furnished  if  specified.  Our  ex¬ 
perience  favors  the  use  of  regular  win¬ 
dow  glass.  Last  year  over  two  million 
chicks  were  raised  in  Dickelman  Metal 
Brooder  Houses.  This  is  not  all,  as  the 
best  part  of  it  is  that  these  chicks  were 
larger  and  better  than  chicks  of  the  same 
breed  the  same  age,  fed  the  same  feed 
and  given  the  same  care  as  chicks  raised 
in  other  buildings.  The  window  glass 
costs  us  more,  but  we  have  found  it  so 
satisfactory  that  we  will  send  it  unless 
you  specify  cello  glass. 

Cello  Glass 

There  is  no  extra  charge  for  fitting 


windows  with  cello  glass  if  you  prefer 
them  that  way  and  so  specify  on  your 
order. 

Circular  in  Shape 

In  a  Dickelman  house  with  its  circular 
shape  there  are  no  corners  in  which  the 
chicks  can  pile  up  and  smother.  Fur¬ 
thermore,  the  cool  metal  wall  when 
touched  by  the  chick  gives  it  a  sense  of 
chill  and  drives  it  back  to  the  stove.  The 
fact  that  there  is  no  danger  of  smother¬ 
ing  is  alone  an  item  that  makes  the 
Dickelman  of  outstanding  value. 

Less  Fuel  Consumption 

Actual  tests  prove  that  Dickelman  can 
be  kept  warm  with  less  fuel  than  wooden 
houses.  The  clean  bright  walls  reflect 
the  heat  rays  much  the  same  way  as  a 


This  is  a  view  of  house  installed  on  the  James  Scott  farm.  Picture  here  taken 

late  in  the  simimer  after  the  birds  had  matured 
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mirror  reflects  light.  Thus  it  is 
that  the  heat  instead  of  passing 
through  the  walls  is  kept  in  con¬ 
stant  circulation  by  the  continual 
reflection  from  all  sides  of  the 
house. 


Sunlight  All  Day 

M  any  users  of  Dickelman 
houses  have  commented  on  the 
fact  that  whenever  the  sun  does 
shine  the  windows  of  the  Dickel¬ 
man  are  so  arranged  that  sun¬ 
light  shines  into  some  part  of  the 
house  all  day  long. 

Large  Size  Chick  Exit 

Note  on  the  photograph  of  the 
house  the  large  size  chick  exit. 
This  is  extremely  important,  as 
when  the  chicks  are  let  out  of  the 
house  in  the  morning  there  is 


This  is  an  installation  of  tzvo  houses  on  the  farm  of 
Geo.  F.  Johnson  of  Lisbon,  Iowa,  R.  No.  2.  With  this 
letter  Mr.  Johnson  enclosed  an  order  for  tzvo  more 
DICKELMAN  METAL  BROODER  HOUSES.  He  WrotC  in  part 
as  follows: 

”I  have  used  two  dickelman  brooder  houses  the 
past  year,  raising  about  800  chicks  in  them.  I  am  well 
pleased  zuith  them.  The  chicks  seem  to  grow  and 
develop  about  one-third  faster  than  any  chicks  zve  ever 
raised  before.” 


Installation,  E.  O.  Hughes,  Zanesville,  Ohio. 


usually  a  mad  scramble.  To  pre¬ 
vent  injury  to  any  of  the  birds  it 
is  necessary  that  they  have  ample 
room  to  get  through  the  open¬ 
ing.  This  opening  is  adjustable 
to  any  size  desired  and  in  cold 
weather  can  be  made  quite  small. 

Easy  to  Clean  and  Keep  Clean 

The  clean  smooth  surface  of 
the  Dickelman  house  makes  it 
possible  to  clean  the  house  thor¬ 
oughly  and  to  keep  it  clean.  This 
prevents  any  hiding  places  where 
disease  germs  or  vermin  such  as 
lice  and  mites  may  hide  and 
breed. 


Fire-proof 

The  Dickelman  house  by  virtue  of  its 
construction  is  absolutely  fire-proof.  It 
may  be  kept  close  to  other  buildings 
without  danger  of  setting  fire  to  them 
should  the  brooder  house  catch  on  fire. 

Perfect  Ventilation 

As  described  on  page  6,  the  ventilat¬ 
ing  of  the  Dickelman  house  is  an  out¬ 


standing  achievement,  so  perfect  is  it  in 
operation. 

Rats,  Minks,  Weasels  and  Other 
Animals  Cannot  Gnaw  Through 

In  a  Dickelman  house  your  chicks  are 
absolutely  safe  from  rats  and  other  ani¬ 
mals  if  you  keep  the  openings  closed. 
Since  the  entire  construction  is  of  metal 
it  is  impossible  for  these  animals  to  gnaw 
into  the  house  and  steal  the  chicks. 
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Users  in  Over  Thirty 
Dickelman  Metal 


States  Have  Tried  and  Found 
Brooder  Houses  a  Success 


This  map  shozvs  location  of  Forest,  Ohio,  and  the  states  zvhere  dickelman  houses  are  in 

use  by  experienced  and  successful  poultrymen. 


The  accompanying  map  will  show  the 
location  of  Forest,  Ohio,  and  the  states 
in  which  Dickelman  houses  are  now  in 
use  in  the  United  States  and  where 
they  are  giving  wonderful  satisfaction. 
In  addition  to  the  states  indicated  on  the 
map,  two  foreign  countries  at  the  pres¬ 
ent  time,  i.  e.,  Spain  and  Hawaiian  Is¬ 
lands,  have  recognized  the  valuable  fea¬ 
tures  of  the  Dickelman  house.  It  seems 
logical  that  when  people  scattered  from 
Connecticut  to  California  and  from 
Florida  to  Minnesota  have  expressed 
their  pleasure  and  satisfaction  with 
Dickelman  Houses,  it  is  a  sign  that  the 
house  is  O.  K.  for  all  conditions — it  does 
sound  reasonable,  doesn’t  it? 

The  widespread  use  of  Dickelman  s  indicates 
clearly  that  the  brooder  house  is  adapted  to  all 
conditions;  it  is  not  a  house  that  is  all  right  for 


a  particular  section  of  the  country,  but  it  is  a 
house  that  under  all  conditions  will  give  a 
good  account  of  itself.  In  fact,  one  of  the 
strongest  pieces  of  evidence  that  we  could  of¬ 
fer  is  the  experience  of  an  individual  who  was 
interested  in  metal  brooder  houses.  This  man 
wished  to  actually  know  the  facts  from  the 
users  of  Dickelman  houses;  he  therefore  sent 
letters  to  a  number  of  users  whose  names  we 
gladly  furnished  him  from  our  files;  practically 
every  one  of  these  people  replied  in  a  very  en¬ 
thusiastic  manner  concerning  the  house  and  ad¬ 
vised  him  that  he  would  get  the  satisfaction  he 
wished  from  it.  The  people  to  whom  he  wrote 
were  people  from  whom  we  had  never  heard 
anything  except  the  fact  that  they  had  bought 
a  house  in  answer  to  our  advertisements.  This 
individual  was  so  enthusiastic  over  the  returns 
that  he  sent  these  replies  to  our  office,  and  we 
take  this  opportunity  of  expressing  to  our 
friends  scattered  far  and  wide  our  appreciation 
for  their  frank  statements  concerning  the  Dick¬ 
elman  house.  We  are  extremely  gratified  that 
the  house  has  so  abundantly  fulfilled  the  ex¬ 
pectations  and  needs  of  our  customers. 


T  wenty~three 


Former  Head  of  Michigan  State  College  Poultry  Depart¬ 
ment  Thinks  the  Dickelman  House  the  Best 


Prof.  E.  C.  Foreman,  now  operating 
his  own  poultry  farm  at  Lowell,  Mich., 
recently  wrote  us  the  following  letter. 
This  letter  speaks  for  itself,  and,  coming 
from  such  a  noted  authority  as  Prof. 
Foreman,  naturally  carries  with  it  a 
strong  endorsement.  Here  is  Prof.  Fore¬ 
man’s  letter: 

“FOREMAN  POULTRY  FARM’’ 

Lowell,  Michigan 

January  26,  1927 

“The  Dickelman  Mfg.  Co., 

Forest,  Ohio. 

“Gentlemen : 

“The  writer  is  now  handling  an  agency 
for  a  metal  brooder  house,  but  is  not  particu¬ 
larly  impressed  with  either  the  quality  of 
materials  used  which  are  in  my  judgment  en¬ 
tirely  too  light,  or  the  type  of  construction  for 
rigidity  and  all  round  satisfaction. 


“I  now  have  several  orders  for  the  metal 
type  of  house  but  hesitate  reordering  because  I 
am  convinced  your  metal  house  is  of  superior 
construction  all  through.  Have  had  your  type 
of  house  under  observation  and  know  it  to  be 
a  practical  house  for  Michigan  conditions. 

“Lowell  is  going  to  be  one  of  the  leading 
poultry  sections  in  Michigan  and  I  am  con¬ 
fident  this  is  a  field  in  which  many  sales  could 
be  made.  The  writer  would  like  to  represent 
you  in  this  part  of  Michigan  and  cover  as  much 
territory  as  you  would  care  to  give.  For  your 
information  1  might  state  that  the  writer  is  well 
known  in  Michigan,  having  served  eight  years  in 
the  combined  capacity  of  Extension  Specialist 
and  Professor  of  Poultry  Husbandry  at  Michigan 
State  College. 

“If  you  are  interested  in  having  me  repre¬ 
sent  you,  kindly  mail  descriptive  literature  and 
announce  commission  allowance  so  that  I  may 
place  orders  for  prospects  now  ready  to  do  busi¬ 
ness. 

Very  truly  yours, 

E.  C.  FOREMAN.” 


At  the  present  time  the  Poultry  De¬ 
partment  at  the  Michigan  State  College 
have  a  Dickelman  Brooder  House  in  use 
on  the  poultry  plant. 


King  of  Spain  Orders  4 
Dickelman  Brooder 
Houses 

It  is  interesting  to  know 
that  December  30  we  re¬ 
ceived  from  Mr.  D.  D. 
Slade  of  the  Kentucky 
Hatchery,  Lexington,  Ky. 
an  order  for  four  Dickel¬ 
man  Brooder  Houses  to  be 
shipped  to  Spain  for  use 
on  the  farm  of  his  Ma¬ 
jesty  the  King  of  Spain. 
The  Kentucky  Hatchery 
recently  made  a  shipment 
of  breeding  fowls  to  this 
same  farm. 


This  is  a  picture^  of  a  dickelman  house  as  it  is  beiny  loaded  on  the  cars  enroiite  to  Spain. 
Tor  domestic  shipments  ive  use  the  same  ^lumber  and  side  of  crates,  but  instead  of  being 

solid  we  use  skeleton  crates. 


T  wenty-four 


Dayton  Hatchery  Makes  Rigid  Test 


We  will  all  agree  that  raising  chicks  on 
top  of  the  roof  of  a  concrete  hatchery 
presents  many  difficulties.  However,  this 
is  exactly  the  kind  of  a  test  to  which  the 
Dayton  Hatchery  subjected  a  Dickelman 
House.  The  results  of  such  a  test  are 
given  in  a  letter  to  which  we  call  your 
attention,  written  by  the  Dayton,  Ohio, 
Hatchery  to  us: 

“The  Dickelman  Mfg.  Co., 

Forest,  Ohio. 

Gentlemen : 

I  want  to  tell  you  about  our  experience  with  your 
metal  brooder  house.  We  use  it  in  connection  with 
the  hatchery  and  have  subjected  it  to  a  very  severe 
test,  having  placed  it  on  top  of  our  plant,  which  is 
of  concrete.  It  is  entirely  without  shade,  yet  on  the 
hottest  days,  the  chicks  at  no  time  suffered  with 


the  heat,  due  to  the  efficient  manner  of  ventilation. 
We  thought  you  would  like  to  know  about  this.” 

Yours  respectfully, 

DAYTON  HATCHERY. 

A  house  on  top  of  a  hatchery  building 
where  th  ere  was  no  chance  for  shade  of 
any  kind  and  where  the  sun  could  beat 
down  without  the  least  bit  of  interference 
would  certainly  indicate  whether  or  not 
such  a  house  was  properly  ventilated  and 
whether  or  not  it  maintained  a  reason¬ 
ably  cool  condition.  The  Dayton  Hatch¬ 
ery  has  answered  this  question  very  com¬ 
pletely  in  its  letter.  A  view  of  the  par¬ 
ticular  installation  is  presented  here  in 
order  that  you  can  see  just  exactly  the 
conditions  that  this  house  faced. 


Installation  of  dickelman  house  on  top  of  Dayton  Hatchery  Building,  Dayton,  Ohio. 


T  wenty-five 


Johnny  Allen,  the  man 
who  carried  Theodore 
Roosevelt,  Jr.,  from  No 
Man’s  land  when  wound¬ 
ed,  has  splendid  success 
with  a  Dickelman  House. 


1.  Picture  of  Johnny  Allen 
beside  his  metal  brooder. 

3.  Picture  of  Johnny  Allen 
himself. 

4.  Picture  of  Mrs.  Allen  with 
some  of  the  eggs  produced 
by  their  flock  of  poultry. 


The  story  of  Johnny  Allen  reads  better 
than  most  novels  from  the  standpoint 
that  it  is  every  bit  as  interesting,  but  also 
every  bit  true.  The  story  is  too  long 
to  tell  here,  but  sufficient  it  is  to  say  that 
back  in  1918,  John  Allen,  who  was  a 
special  runner  for  Col.  Theodore  Roose¬ 
velt,  Jr.,  went  out  with  him  one  night  in 
the  Soissons  region  to  reconnoiter.  As 
Johnny  says: 

“We  located  six  active  machine-gun  nests  and 
laid  mines  for  them  and  silenced  them.  We  started 
back  feeling  sort  of  chesty  and  began  to  sing  ‘Hail, 
Hail,  the  Gang’s  All  Here.’ 

“All  at  once  a  seventh  machine-gun  nest,  one  we 
hadn’t  noticed,  sent  up  rockets  calling  for  a  bar¬ 
rage.  Tbe  major  yelled,  ‘Everybody  for  himself!’  All 
of  us  got  back  to  the  trenches  except  him. 

“The  captain  in  the  trench  ordered  me  not  to  go 
back.  He  said  it  would  mean  sure  death  and  he  was 
sure  the  major  would  make  it  in.  1  went  against 
his  orders  and  found  the  major.  He  was  wounded 
in  both  legs.  He  told  me  to  go  back;  that  1  couldn’t 
do  anything;  but  I  loaded  him  on  my  back  and, 
crawling  on  my  hands  and  knees  so  as  to  miss  the 
machine  gun  bullets.  1  carried  him  about  300  yards. 

“A  shell  landed  just  to  the  right  of  me;  I  tossed 
Roosevelt  over  to  the  left.  1  thought  that  1  could 
get  away  too,  but  the  flying  pieces  got  me  in  the 
neck.  1  started  with  him  again,  but  before  I  had 
gone  100  yards  1  saw  I  was  wounded  too  badly. 
After  the  barrage,  about  daybreak,  they  carried  us 
both  in.” 

The  flying  shrapnel  broke  the  first, 
second  and  third  cervical  vertebrae  of 
his  neck.  At  the  present  time  Johnny  has 
to  wear  a  brace,  and  if  he  should  stub 
his  toe  and  fall  down,  the  chances  are. 


as  he  puts  it,  his  “career  as  a  poultryman 
might  be  ended.”  After  getting  back  to 
this  country  he  started  in  the  poultry 
business  near  Wabash,  Ind.  He  bought 
a  Dickelman  Metal  Brooder  House  and 
noticed  that  his  chicks  grew  very  rapidly. 
He,  however,  did  not  take  any  particular 
notice  of  the  superiority  of  these  chicks 
over  the  chicks  raised  in  his  wooden  house  un¬ 
til  he  began  selecting  his  birds  for  market,  as 
he  does  a  very  nice  broiler  business.  In  his  se¬ 
lection  he  noticed  that  most  of  the  chicks  he 
was  selling  were  from  his  Dickelman  House,  as 
they  were  the  largest.  This  set  him  to  thinking, 
and  he  weighed  some  of  these  birds.  He  tells 
us  that  he  found  that  the  birds  raised  in  a 
Dickelman  were  from  j/4  to  %  of  a  pound 
heavier  at  the  age  of  eight  to  ten  weeks  than 
chicks  of  exactly  the  same  breeding  raised  in 
a  wooden  house  nearby. 

A  further  interesting  experience  was  that  he 
had  400  baby  chicks  in  his  Dickelman  house 
last  February  when  the  temperature  went  to  12 
degrees  below  zero,  with  a  very  high  wind 
blowing  He  did  not  lose  a  single  chick!  He 
has  a  splendid  trade  in  supplying  his  customers 
in  Wabash  with  early  broilers  weighing  about 
two  pounds  each.  He  finds  that  he  can  de¬ 
pend  upon  the  Dickelman  Houses  to  grow 
these  birds  for  him  more  cheaply  and  at  a 
faster  rate  than  any  other  building  he  can  think 
of.  Mr.  Allen  is  now  using  two  Dickelman 
Brooder  Houses. 


T  wenty-six 


C.  D.  Emerick  Has  A  Typical  Dickelman 

Experience 


This  is  where  C.  D.  Emerick  raised  two  broods  of  chicks  and  paid  for 
the  house,  labor,  feed  and  still  had  a  good  profit  besides.  Later  Mr. 
Emerick  used  this  house  for  drying  seed  corn. 


Mr.  Emerick  of  Eldorado,  Ohio,  on 
March  19th  put  522  chicks  into  his  Dick¬ 
elman  Metal  Brooder  House,  as  his  letter 
states.  This  letter  follows,  and  we  invite 
your  attention  to  it.  Note  that  he  raised 
two  broods  in  this  house  and  after  sell¬ 
ing  the  broilers,  had  505  pullets  which 
were  the  best  he  had  ever  raised.  We 
would  also  like  you  to  note  that  he  fat¬ 
tened  the  broilers  in  the  brooder  house 
during  July,  the  hottest  weather  of  the 
summer,  without  discomfort.  That  a  lot 
of  hustling,  fighting  broilers  can  be  kept 
in  close  confinement  in  hot  weather  with¬ 
out  discomfort  and  yet  put  on  satisfac¬ 
tory  weight  speaks  well  of  the  healthful 
and  comfortable  conditions  maintained 
in  a  Dickelman  house  even  in  extreme 
weather.  In  such  a  house  ventilation 
must  be  solved  nearly  to  the  point  of 


perfection.  Read  Mr.  Emerick’s  letter: 

The  Dickelman  Mfg.  Co., 

Forest,  Ohio. 

Gentlemen: 

We  purchased  a  Dickelman  Metal  Brooder  House 
of  you  last  spring.  On  March  19  we  put  522  chicks 
into  it.  We  fed  a  home  mixture  of  feed  and  the 
chicks  grew  rapidly  and  uniformly.  During  the  cold 
snap  in  early  April  we  experienced  no  difficulty 
whatever  in  keeping  the  proper  temperature.  When 
53  days  old  we  had  499  chickens.  Eleven  of  the 
missing  ones  were  victims  of  accidents.  Twelve  died 
from  various  causes,  but  not  one  was  lost  by  crowd¬ 
ing.  We  sold  the  broilers  and  removed  the  pullets 
to  another  building  and  at  once  put  in  another 
bunch  of  517  chicks.  From  the  two  broods,  after 
selling  the  broilers,  we  had  505  pullets  which  are 
the  best  we  have  ever  raised.  We  put  poultry  net¬ 
ting  over  the  window  sash  and  removed  the  windows 
and  left  the  second  bunch  of  broilers  in  the  brooder 
house  and  fattened  during  July  in  the  hottest  weath¬ 
er  of  the  summer  without  discomfort. 

Out  of  the  first  bunch  of  chickens  we  figured  up 
when  they  were  1 2  weeks  old  and  after  all  expenses 
were  paid,  we  found  that  our  house  had  paid  for 
itself  besides  allowing  a  good  wage  for  labor.  We 
bought  the  house  somewhat  as  an  experiment,  hav¬ 
ing  never  seen  one  before,  but  the  principle  looked 
good.  We  KNOW  NOW  that  chicks  can  be  raised 
successfully  in  them. 

Since  the  birds  have  all  been  put  into  laying 
quarters,  1  have  found  the  house  a  most  excellent 
place  for  drying  seed  corn.  The  brooder  stove  may 
be  used  if  freezing  weather  should  come  too  early. 

1  wish  you  much  success  the  coming  season. 

C.  D.  EMERICK. 
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A  Maryland  Owner  of  Three  Dickelman 
Houses  Thinks  They  Are  the  Best 


Mr.  H.  H.  Swift,  manager  of  the  Wye 
Poultry  Farm,  Maryland,  writes  a  letter 
that  we  think  you  would  be  interested  in. 
It  is  particularly  interesting,  since  Mr. 
Swift  tells  exactly  how  he  arrives  at  his 
conclusions.  H  ere  is  what  Mr.  Swift 
says: 

“Relative  to  the  Dickelman  Metal  Brooder  House, 
1  will  say  it  is  about  the  best  house  for  the  purpose 
intended  we  have  ever  come  in  contact  with.  We 
tried  out  one  other  house  built  of  wood  of  the  round 
type  and  later  we  bought  3  Dickelman  Metal  Brood¬ 
er  Houses  and  we  think  they  are  just  all  right.  1 
found  the  metal  house  cooler,  using  test  hour  at 
noon  each  day.  They  are  easier  controlled  in  cold 
weather  on  account  of  the  convenient  way  of  ven¬ 
tilation.  1  consider  it  easier  heated  at  less  expense. 
The  ventilation  works  just  as  you  want  it  and  clears 
out  bad  odors  almost  instantly.’’ 

Where  a  man  is  sufficiently  thorough 
to  actually  observe  the  temperature  with 
thermometers  at  a  particular  time  each 
day,  it  is  conclusive  proof  that  this  man 
in  drawing  his  conclusions  is  not  going  to 
be  easily  misled.  This  is  exactly  what 


has  happened  wherever  the  owners  of 
Dickelman  houses  have  taken  the  pains 
to  compare  exactly  the  results  in  a  thor¬ 
ough  manner.  The  actual  facts  of  the 
case  are  an  overwhelming  endorsement 
of  the  success  of  the  Dickelman  Brooder 
house. 

As  the  competition  in  the  poultry  busi¬ 
ness  continues  to  increase,  it  is  those  peo¬ 
ple  with  the  most  efficient  equipment 
who  will  be  able  to  get  the  greatest 
amount  of  profits  from  their  investment. 
The  beginning  of  the  story  of  efficient 
management  naturally  starts  with  the 
brooding  of  the  chicks.  With  the  Dickel¬ 
man  house  one  need  not  worry  over  his 
ability  to  meet  the  keenest  competi¬ 
tion.  When  it  is  possible  to  bring  over 
90%  of  raisable  chicks  to  healthful  ma¬ 
turity,  there  is  little  more  than  one  can 
reasonably  expect. 


Installation  of  three  brooder  houses  on  the  Lazvrence  Brady  farm  at  Catlin,  Illinois. 
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Installation  H.  E.  V an  Biiren  farm,  Forest,  Ohio. 

Outstanding  Points  of  Superiority 


Briefly  summed  up  so  that  you  can 
easily  remember  them,  the  outstanding 
points  of  superiority  embodied  in  the 
Dickelman  Brooker  House  are  as  fol¬ 
lows: 

1 .  The  circular  shape,  which  elimin¬ 
ates  corners  for  chicks  to  crowd  into  and 
allows  better  utilization  of  floor  space. 

2.  Sanitation  is  made  easier  because 
of  the  metal  walls  and  circular  shape. 

3.  The  top  and  cross  ventilation  fea¬ 
tures  insure  a  cool  comfortable  house  in 
hot  weather. 

4.  Insures  sufficient  heat  even  in  zero 
weather. 

5.  Economical  to  operate  as  fuel 
consumption  is  small. 

6.  Dangers  from  crowding  and  over¬ 
heating  at  night  are  reduced  to  a  mini¬ 
mum  because  of  the  metal  walls  which 
are  always  cool  to  the  touch.  When  the 
chicks  become  too  warm  they  push  to 


the  outside  and  they  come  in  contact 
with  the  wall  and  are  quickly  cooled  off 
and  work  their  way  back  toward  the 
stove.  In  this  way  “piling  up”  because 
of  too  much  heat  is  practically  elimin¬ 
ated. 

7.  It  is  fire-proof,  rain,  snow,  ice  and 
hail  proof.  Keeps  out  rats  and  other  ani¬ 
mals. 

8.  Can  be  easily  moved  from  place 
to  place  without  sagging  or  warping  be¬ 
cause  of  its  heavy  corrugated  wall. 

9.  Because  of  metal  construction 
there  is  practically  no  upkeep  cost  for 
repairs,  as  there  is  nothing  to  rot  away 
and  require  replacement. 

1  0.  Raises  the  largest  possible  num¬ 
ber  of  chicks  to  maturity  in  shortest  pos¬ 
sible  time,  thus  assuring  quicker  and 
larger  profits. 

1  1 .  Because  of  its  metal  walls  which 
reflect  the  light  and  prevent  shadows, 
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the  chicks  do  not  congregate  or  crowd 
in  any  one  place  on  floor. 

12.  Because  its  ventilating  system 
draws  the  foul  air  from  the  floor  and 
takes  it  outside,  supplying  the  chicks 
with  a  continuous  supply  of  pure  fresh 
air. 

1  3.  Because  of  its  heavy  corrugated 
wall  plates,  which  prevents  building  from 
sagging  and  warping  when  moved  from 
place  to  place. 

1  4.  Because  it  is  strictly  sanitary  and 
is  both  louse  and  mite-proof. 

15.  Because  it  is  rat,  mink  and  ver¬ 
min-proof. 

1  6.  Because  it  does  not  have  any  pa¬ 
per  or  wall  board  to  absorb  foul  air  and 
provide  harboring  places  for  lice  and 
mites. 

1  7.  Because  it  will  last  longer  than 
any  other  brooder  house,  either  wood  or 
metal. 

1 8.  Because  it  is  warmer  in  zero 
weather  than  a  wooden  house  by  actual 
test. 

1  9.  Because  it  is  cooler  in  hot  weath¬ 
er  than  any  other  brooder  house,  wheth¬ 
er  built  of  wood  or  metal. 

20.  Because  the  chicks  put  in  it  grow 
more  rapidly  and  more  uniformly  than 
in  any  other  building. 

2  1 .  Because  its  metal  floor  prevents 
drafts  and  dampness  and  at  the  same 
time  is  both  sanitary  and  louse-proof  as 
well  as  rat-proof. 

22.  Because  you  get  a  better  brood¬ 
er  house  for  your  money  and  one  that 
will  last  longer,  due  to  the  corrugated 
sidewalls  and  heavier  material  used  in 
both  sides  and  roof. 

23.  Because  you  will  raise  more 
chicks  to  marketable  age  in  a  Dickelman 
than  in  any  other  building. 

24.  Because  your  chicks  will  grow 
more  rapidly  and  more  uniformly  in  a 
Dickelman  brooder  house  and  will  weigh 
more  than  when  raised  in  any  other 
building. 

25.  Because  more  than  two  million 
baby  chicks  were  raised  in  Dickelman 
Metal'  Brooder  Houses  last  year. 

26.  B  ecause  better  than  90%  of  all 
the  baby  chicks  put  in  Dickelman  Brood¬ 


er  Houses  are  raised  to  maturity  and  the 
chicks  are  larger  and  better.  Many  cus¬ 
tomers  report  97  to  98%. 

2  7.  Because  Dickelman  Brooder 
Houses  are  guaranteed  to  be  exactly  as 
represented  in  every  way. 

28.  B  ecause  Dickelman  Brooder 
Houses  are  easy  and  quick  to  erect. 

29.  B  ecause  Dickelman  Brooder 
Houses  can  be  furnished  with  windows 
equipped  with  either  cello  glass  or  win¬ 
dow  glass,  as  desired. 

30.  B  ecause  Dickelman  system  of 
ventilating  absolutely  prevents  conden¬ 
sation  or  accumulation  of  moisture. 

3  1 .  Because  Dickelman  Brooder 
Houses  provide  the  proper  condition  to 
obtain  the  best  results. 

32.  B  ecause  Dickelman  raised  chicks 
are  strong  legged,  healthy,  fully  devel¬ 
oped  chicks. 

Edgar  County  Poultry  Association 

Strongly  Endorses  the  Dickelman 

The  Dickelman  Mfg.  Co.,  Forest,  Ohio. 

“This  is  to  certify  that  the  following  members 
of  the  Edgar  County  Poultry  Association  visited  the 
farms  of  Richard  Lacy  and  Wm.  Lauher  on  Satur¬ 
day,  June  6th,  to  see  the  Dickelman  Metal  Brooder 
Houses  that  are  in  use  on  these  farms. 

We  were  very  much  surprised  to  find  that  on 
this  very  warm  day,  the  house  was  very  much 
cooler,  and  the  air  much  fresher  than  in  wooden 
buildings  visited  on  the  same  trip. 

On  the  strength  of  our  observations  on  this  trip 
the  Association  purchased  a  car  load  of  these  houses 
for  the  benefit  of  the  members  of  the  Association 
and  for  the  customers  of  the  Hatchery.” 

Edgar  County  Poultry  Association,  Paris,  111. 

(Signed)  James  Scott,  C.  R.  Boland,  Harlan  See, 
Fred  Gumm,  W.  A.  Dennis,  Clinton  DeLap., 

^‘First  Time  in  19  Years  Fve  Sold 
Early  Chicks’^ 

The  Dickelman  Mfg.  Co.,  Forest,  Ohio. 

“1  have  one  of  your  metal  Brooder  Houses,  and 
I  certainly  am  well  pleased  with  it.  1  have  been 
raising  poultry  for  19  years  and  this  Spring  was 
the  first  time  1  ever  sold  early  chicks.  1  got  my 
Brooder  House  up  ready  to  put  chicks  in  the  3rd 
day  of  March  and  the  1st  day  of  June  I  sold 
chicks  weighing  2  pounds.  I  can  give  the  Dickel¬ 
man  Brooder  House  great  praise.  They  are  easy 
to  keep  clean  and  no  place  for  lice  to  lodge.” 

Mrs.  John  A.  Sheets,  Liberty,  Ind.,  R.  No.  3. 

The  Dickelman  Mfg.  Co.,  Forest,  Ohio. 

“Received  my  Brooder  House  O.  K.  Have  250 
chicks  in  it.  They  are  two  weeks  old,  and  to  date 
have  just  lost  two.  Don’t  think  1  ever  had  chicks 
do  as  well.  Was  very  much  surprised  to  find  how 
pleasant  the  house  was  during  the  extremely  hot 
weather  we  have  been  having.  One  could  hardly 
realize  that  there  was  fire  in  the  Brooder  Stove. 
Have  had  a  number  of  people  to  see  it.  Every  one 
thinks  it  is  the  finest  thing  they  ever  saw.” 

Lora  Vandivier,  Franklin,  Ind. 
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Muncie  Baby  Chick  Company  Uses  12  Dickelmans 


This  is  an  illustration  of  12  dickelman  brooder  houses  at  the  Muncie  Baby  Chick  Com¬ 
pany  at  Muncie,  Ind.  _  This  picture  was  photographed  during  the  coldest  weather  of  Jan¬ 
uary,  1927.  At  the  time  the  photo  zvas  taken,  each  house  contained  500  chicks  that  had 
been  placed  in  them  about  January  1st.  Much  of  the  time  the  zveather  zvas  belozv  zero, 
yet  the  chicks  zvere  as  warm  and  comfortable  as  you  zvould  expect  to  find  them  on  a  May 
morning.  At  the  end  of  the  month  the  chicks  were  grozving  fine,  and  large  profits  from 

these  early  broilers  were  assured. 


Some  Simple  Brooding  Instructions 


We  realize  that  this  catalog  would  not 
be  complete,  unless  we  brought  to  our 
readers  some  of  the  latest  developments 
in  brooding  baby  chicks.  There  is  no 
intent  on  our  part  to  describe  a  method 
that  is  absolutely  the  only  method  that 
one  can  use.  Neither  do  we  say  that  the 
particular  method  we  describe  is  the  most 
successful  method.  What  we  do  say, 
however,  is  that  the  methods  we  are  giv¬ 
ing  should  give  one  complete  satisfaction, 
and  if  they  are  having  trouble  with  their 
present  system,  or  if  they  feel  they  could 
improve  upon  it,  we  know  the  sugges¬ 
tions  we  are  giving  here  are  practical 
and  are  well  worthy  of  your  considera¬ 
tion.  Furthermore,  to  those  who  have 
not  had  experience  in  raising  baby 


chicks,  these  simple  instructions  may  be 
of  genuine  value  and  help. 

In  the  first  place,  let  us  consider  the 
proper  method  of  feeding  the  baby  chick. 
If  you  are  artificially  brooding  your 
chicks,  that  is  brooding  them  with  a 
brooder  stove,  the  chances  are  that  you 
are  either  hatching  your  own  chicks  in 
an  incubator  or  getting  them  from  a 
hatchery.  We  will  assume  that  you  are 
getting  from  300  to  500  chicks,  which 
you  will  place  in  a  brooder  house.  If 
those  chicks  have  been  shipped  to  you 
from  a  distance,  it  is  reasonable  to  sup¬ 
pose  that  they  will  be  from  48  to  72 
hours  old  when  you  get  them.  It  is  hard 
to  tell  sometimes  about  chicks  that  are 
shipped,  but  unless  they  have  come  from 
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Installation  L.  O.  Snyder  Farm,  North  Richland,  Ohio. 


nearby,  probably  60  hours  will  have 
elapsed  from  the  time  they  are  hatched. 
In  such  cases,  it  is  safe  to  feed  them  im¬ 
mediately  upon  arrival.  On  the  other 
hand,  if  you  are  hatching  them  yourself 
or  are  buying  them  from  a  hatchery  close 
by,  find  out  when  they  were  hatched  and 
then  wait  until  they  are  60  hours  old  be¬ 
fore  you  feed  them.  They  can  be  more 
successfully  held  in  the  baby  chick  boxes 
or  in  the  incubator,  if  you  are  hatching 
them  yourself  than  by  putting  them  un¬ 
der  the  brooder  stove.  When  placed 
under  the  stove,  they  are  liable  to  begin 
picking  and  eating  anything  that  they  see 
and  may  consume  quite  a  quantity  of 
shavings,  sand  or  other  material  which 
will  have  no  beneficial  result,  and  might 
do  harm. 

With  regard  to  the  kind  of  feed  you 
use,  you  have  two  courses  open  to  you. 
Either  buy  a  commercial  starting  feed, 
or  mix  one  yourself.  Probably  for  the 
average  farmer  who  has  but  one  or  two 
houses  of  chicks,  it  is  most  economical 
and  satisfactory  to  buy  a  readymixed 
starting  feed  of  good  quality.  In  fact, 
many  poultry  men  raising  thousands  of 


birds  annually  will  follow  this  method. 
On  the  other  hand,  there  are  always 
some  who  prefer  to  mix  their  own,  and 
in  such  cases  we  recommend  they  write 
to  the  Poulty  Department  of  their  State 
Agricultural  College  for  the  ration  that 
has  been  found  to  give  best  results  in 
that  locality. 

When  the  chicks  are  old  enough  to  be 
fed,  place  the  mash  before  them  in  shal¬ 
low  clean  containers.  It  is  probably  well 
to  allow  them  access  to  the  mash  for  half 
hour  periods  five  or  six  times  a  day. 
There  is  little  danger  of  chicks  overfeed¬ 
ing  on  mash  alone.  The  danger  of  over¬ 
feeding  lies  in  feeding  too  much  hard 
scratch  grain,  as  they  can  consume  a  rel¬ 
atively  large  amount  of  this  in  a  short 
time.  Within  two  or  three  days  it  is 
safe  to  allow  the  mash  before  the  chicks 
all  the  time. 

Important:  Be  sure  you  have  sufficient 
mash  hoppers  for  all  of  the  chicks  to  get 
a  good  chance  at  the  feed.  This  is  es¬ 
pecially  important  in  a  Dickelman  house 
where  losses  are  small  and  when  rapid¬ 
ly  growing  chicks  will  soon  begin  to 
crowd  the  weaker  ones  away  from  the 
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hoppers,  unless  sufficient  are  furnished. 
Within  two  or  three  weeks  chicks  may  be 
placed  on  a  growing  mash,  which  will 
differ  but  slightly  from  a  starting  mash. 
This,  too,  should  be  kept  before  them  at 
all  times. 

There  are  two  common  systems  of 
brooding  in  use,  viz. :  the  all-mash  system 
and  the  combination  mash  and  grain. 
Both  give  good  results.  Where  the  com¬ 
bination  of  mash  and  scratch  feed  system 
is  used,  it  is  very  necessary  early  in  the 
chick’s  life  to  take  precautions  so  as  to 
avoid  overfeeding.  This  can  best  be  ac¬ 
complished  by  feeding  a  very  limited 
amount  of  grain  at  frequent  intervals.  Be 
sure  the  chicks  have  cleaned  up  all  that 
was  previously  given  them  and  are  actu¬ 
ally  hungry  for  more.  A  hungry  chick  is 
a  healthy  chick.  As  long  as  the  chicks 
are  eating  ravenously  from  their  mash 
hoppers,  you  may  be  sure  they  have  not 
been  overfed. 

Proper  Heat  Is  Essential 

Regarding  the  temperature  at  which  a 
brooder  house  should  be  kept,  remember 


that  you  are  not  trying  to  keep  the  en¬ 
tire  house  at  a  temperature  of  90  or 
100°.  You  only  want  to  maintain  this 
temperature  on  the  floor  of  the  house 
near  the  hover.  Probably  the  correct 
temperature  of  the  house  when  the  chicks 
are  placed  under  the  hover  is  a  tempera¬ 
ture  of  100°  at  the  edge  of  the  hover 
about  two  inches  off  the  floor.  This 
means  that  if  the  chick  wishes  a  higher 
temperature,  he  can  go  closer  to  the 
stove,  while  if  it  prefers  a  little  cooler 
temperature,  it  can  move  out  a  little 
farther. 

With  the  modern  brooder  stove,  there 
is  an  even  graduation  of  heat  from  the 
edge  of  the  hover  to  the  outside  of  the 
building.  If  you  are  attempting  to  keep 
the  entire  house  at  a  high  temperature,  it 
means  that  down  on  the  floor  near  the 
stove  the  chicks  are  having  an  excessive¬ 
ly  high  heat.  This  always  results  in  a 
fuel  waste.  In  taking  your  thermometer 
reading,  therefore,  have  your  thermome¬ 
ter  in  the  position  indicated.  Do  not 
hang  it  up  beside  the  door  and  then  just 
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North  Hampton,  Ohio. 
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because  it  reads  75  or  80°  feel  the  house 
is  too  cold.  The  chick  is  not  living  up 
where  your  head  is  when  standing  erect. 
As  the  chicks  mature,  the  heat  may  be 
gradually  reduced.  When  they  are  at 
the  age  of  2  to  4  weeks,  the  temperature 
could  be  cut  down  to  about  80°  at  the 
end  of  the  fourth  week,  making  the 
change  gradually.  It  depends  consider¬ 
ably  upon  the  time  of  the  year,  but  sure¬ 
ly  by  the  time  the  chicks  are  from  five  to 
eight  weeks  of  age,  the  stove  can  be  en¬ 
tirely  dispensed  with.  Frequently  a  mis¬ 
take  is  made  by  furnishing  heat  to  the 
chicks  for  too  long  a  period.  The  chicks 
should  be  hardened  off  gradually,  so 
that  when  the  stove  is  taken  away  they 
will  not  miss  the  heat.  It  is  a  good  idea 
to  allow  the  stove  to  stay  in  the  house 
for  a  few  days,  even  after  the  fire  has 
been  allowed  to  go  out,  as  this  will  not 
serve  to  unduly  disarrange  the  chicks’ 
schedule. 

It  is  important  that  a  uniform  heat  be 
maintained  throughout  the  brooding 


period.  There  is  nothing  more  likely  to 
bring  on  bowel  trouble,  resulting  in  the 
loss  of  chicks,  than  a  fluctuation  of  heat 
during  the  first  four  weeks  of  a  chick’s 
life.  Too  much  heat  is  just  as  bad  as 
not  enough.  There  is  a  proper  tempera¬ 
ture,  and  it  is  the  poultryman’s  business 
to  keep  his  house  at  that  temperature. 
The  stove  furnished  with  the  Dickelman 
house  is  properly  constructed  and  will 
work  to  your  satisfaction.  Full  instruc¬ 
tions  for  operating  accompanies  each 
stove. 

The  Dickelman  Mfg.  Co  ,  Forest,  Ohio. 

“The  Dickelman  Metal  Brooder  House  is  cer¬ 
tainly  ideal.  Points  of  advantage  are  found  in  its 
being  circular,  right  height,  while  the  ventilation  at 
top  and  side  makes  it  possible  to  keep  it  cool  the 
hottest  day,  as  well  as  providing  fresh  air  free 
from  drafts  for  the  chicks.  We  have  no  trouble 
keeping  the  house  comfortable  the  coldest  weather. 

“The  windows  are  placed  so  the  sunbeams  can 
play  upon  the  chicks  all  through  the  day,  and  by 
taking  out  or  lowering  a  sash  we  can  give  our 
chicks  all  the  ‘vitamin  D’  they  need  when  we  can¬ 
not  turn  them  out.  Must  say  in  conclusion  that  if 
you  cannot  raise  chicks  in  a  Dickelman,  why,  there’s 
no  need  on  earth  for  you  to  try.” 

William  D.  Lauher,  Kansas,  Ill. 


IVith  a  loss  of  not  exceeding  3%,  Mrs.  Adam  Rader  raised  200  chicks  in  this  house  first,  and 
later  500.  She  would  not  trade  her  dickelman  for  anything.  See  her  letter  on  Page  35. 


Thirty-four 


Raised  in  a  Dickelman  First  on  the  Market 


Elmer  Ryman  of  Springfield,  Ohio,  got 
the  first  broilers  on  the  Springfield  mar¬ 
ket.  They  weighed  to  2  pounds  each 
at  six  weeks  of  age.  H  ere  is  Mr.  Ry- 
man’s  letter: 

Dickelman  Mfg.  Co., 

Forest,  Ohio. 

Gentlemen : 

“Some  time  ago  1  bought  two  of  your  Dickelman 
Metal  Brooder  Houses.  They  are  just  fine,  and  do 
all  that  you  say  they  will  do.  The  ventilation  sys¬ 
tem  is  perfect  and  the  windows  are  so  arranged  that 
there  is  always  sunlight  for  the  chicks  when  the  sun 
shines.  1  put  400  baby  chicks  in  one  of  my  houses 
on  the  2nd  of  February  and  despite  the  cold  weather 
these  chicks  did  fine  and  grew  uniformly  in  size, 
and  in  six  weeks  we  marketed  these  chicks  in  Spring- 
field.  They  weighed  from  lj4  to  2  pounds  each  and 
brought  us  65c  per  pound.  We  were  the  first  poul- 
trymen  to  have  frys  on  the  Springfield  market.  We 
now  have  200  baby  chicks  in  one  of  our  houses. 
They  are  doing  fine  and  we  expect  to  sell  them  as 
broilers  on  the  Christmas  market.  The  houses  are 
fine  for  laying  hens  too.  They  are  the  best  houses 
on  the  market,  as  the  chicks  take  less  care  and  grow 
faster  and  more  uniformly  than  in  other  houses.  1 
can  recommend  the  Dickelman  Metal  House  to  any 
poultrymen.” 

ELMER  RYMAN. 


Three  Broods  in  One  Season 

We  think  you  will  agree  that  when  a 
person  raises  three  broods  of  chicks  in 
one  season  with  a  loss  of  only  about  3%, 
brooding  conditions  must  be  about  per¬ 
fect.  Mrs.  Adam  Rader  thinks  the  house 
is  perfect  at  any  rate,  and  is  not  slow 
about  so  expressing  herself. 

Dickelman  Mfg.  Co., 

Forest,  Ohio. 

Gentlemen : 

“1  have  one  of  your  metal  houses  and  1  placed  200 
baby  chicks  in  this  house  and  raised  them  to  ma¬ 
turity,  losing  only  six  chicks.  Later  I  placed  500 
chicks  in  the  house  and  my  losses  were  very  small, 
not  exceeding  3%.  I  sold  these  chicks  when  they 
were  8  weeks  old  and  they  averaged  two  pounds 
each.  My  third  flock  of  chicks  was  placed  in  my 
house  the  last  of  June.  They  did  exceedingly  well, 
and  my  losses  were  very  small.  1  am  keeping  the 
pullets  for  layers  and  the  cockerels  now  weigh  2 
pounds.  The  house  is  easy  to  keep  clean  and  the 
ventilation  system  is  perfect,  making  it  easy  to  heat 
in  cold  weather,  and  easy  to  keep  the  chicks  com¬ 
fortable  in  warm  weather.  I  think  the  Dickelman 
house  is  perfect  and  1  would  not  be  without  mine 
for  anything.  I  hope  to  own  another  house  by  next 
spring.” 

MRS.  ADAM  RADER. 


Jl/r.  Elmer  Ryman  raised  the  broilers  that  zvere  first  on  the  Spruig field,  Ohio,  market  in 
these  houses.  In  six  zveeks  they  zveighed  R/i  to  2  pounds. 


Thirty -five 


Will  You  Give  Every  One  Of  Your  Chicks  A  Chance 

To  Reach  Healthful  Maturity? 


Ross  Dozvning,  with  no  previous  experience  raised  464  chicks  out  of  500 

in  this  brooder  house. 


When  you  buy  your  baby  chicks  and 
put  them  in  your  brooder  house,  have 
you  provided  surroundings  which  will  give 
every  one  of  them  that  is  raisable  a  chance 
to  reach  the  healthful  maturity  which 
rightfully,  belongs  to  it,  and  which 
you  greatly  desire  in  order  that  your 
financial  returns  may  be  as  great  as 
is  humanly  possible?  If  you  have  provid¬ 
ed  your  chicks  with  a  clean,  dry,  health¬ 
ful  atmosphere,  and  of  course  with  the 
proper  feed,  you  are  doing  all  that  you 
can.  The  rest  of  the  program  is  up  to  the 
baby  chicks.  But  the  question  is  are  you 
providing  them  with  that  healthful  condi¬ 
tion  in  which  to  start  their  growth  and  in 
which  to  reach  maturity?  The  Dickelman 
Metal  Brooder  House  is  such  a  condition. 
On  the  foregoing  pages  you  have  read 
numerous  instances  of  where  Dickelman 
houses  have  enabled  their  owners  to  raise 
over  90%  of  their  chicks  to  maturity. 
Below  you  will  find  another  instance,  the 
experience  of  Mr.  R.  V.  Downing  of 
Wapakoneta,  Ohio,  who,  in  telling  of  the 
outcome  of  the  purchase  of  a  Dickelman 
house,  writes  as  foil  ows: 

“My  experience  with  the  Dickelman  Metal  Brooder 
House  last  year  was  one  of  marked  success.  1  raised 


464  chickens  out  of  500  chicks,  with  no  previous 
experience  in  brooding  chicks.  Same  paid  for  itself, 
stove,  chicks,  feed,  chick  feeders,  waterers,  and  other 
needed  supplies,  with  the  chickens  being  marketed 
at  a  very  early  date,  with  some  profit  besides.” 

Note,  if  you  will,  that  Mr.  Downing 
raised  464  chicks  out  of  500,  which  leaves 
a  loss  of  about  7%.  Also  note  that  he 
had  had  no  previous  experience  along 
brooding  lines.  Right  here  it  is  well  to 
note  that  it  is  the  extra  chicks  and  the 
better  chicks  that  Mr.  Downing  raised 
over  what  would  have  been  possible  in 
the  old  style  brooder  house  that  enabled 
him  to  not  only  pay  for  the  house,  chicks, 
stove,  feed  and  all  other  miscellaneous 
equipment,  but  also  enabled  him  to  make 
a  nice  profit  besides.  This  means  that 
for  the  next  brood  his  house  and  stove 
are  absolutely  free  and  this  amount  of 
money  will  be  added  to  his  profits  for 
th  e  next  season. 

Surely,  you  must  agree  that  if  a  Dick¬ 
elman  house  will  make  possible  such  a 
healthful  condition  in  which  the  chicks 
practically  all  reach  healthful  maturity, 
such  a  house  represents  nearly  the  ideal 
condition.  In  the  long  run,  it  is  the  profits 
that  the  investment  may  make  in  your 
hands  that  determine  its  value  to  you. 


Thirty -six 


Michael  Geiger  of  Bellevue,  Ohio,  and  C*  V*  Van  Horn  of  Lakeview, 
Ohio,  Have  Both  Sold  Over  100  Houses  the  Past  Season* 


You  see  on  this  page  a  picture  of  Mr. 
C.  V.  Van  Horn  and  below  a  picture  of 
Michael  Geiger  and  his  hatchery  building. 
These  men  have  both  sold  over  1 00 
houses  during  the  past  year.  Mr.  Geiger 
has  himself  sold  1  06  houses.  Mr.  C.  V. 
Van  Horn  has  sold  1  12.  These  men  are 
both  poultrymen  and  keenly  appreciate 
the  condition  faced  by  poultrymen  of 
today.  In  their  respective  communities 
they  have  both  helped  to  make  poultry 
raising  more  profitable.  That  the  choice 
of  these  men  was  right  in  choosing  the 
Dickeiman  house  as  a  means  of  making 
this  possible  has  been  abundantly  demon¬ 
strated  by  the  many  repeat  orders  they 
have  received. 

The  Dickeiman  house  is  not  only  a 
house  that  sells  but  stays  sold.  It  is  the  re¬ 
peat  orders  of  any  business  that  demon¬ 
strate  the  value  of  the  product.  Dickeiman 
houses  are  built  to  give  service  and  they 
do  give  service.  They  make  friends  for 
both  the  person  that  sells  them  and  for 
the  company  manufacturing  them  wher¬ 
ever  they  are  in  use. 

C.  V.  Van  Horn,  Lakeviezv,  Ohio. 


View  of  Michael  Geiger  installation  at  Bellevue,  Ohio. 


Thirty -seven 


Proof  That  Dickelman  Users  Are  Satisfied  Users 


The  fact  that  Mr.  C.  V.  VanHorn,  of 
Lakeview,  Ohio,  has  sold  90  Dickelman 
Br  o  od  er  H  ouses  from  January  1,  192  7 
to  December  1,  192  7  in  exactly  the  same 
territory  where  the  previous  year  he  had 
sold  1 12,  making  a  total  of  202  Dickel¬ 
man  Brooder  Houses  sold  by  him  in  this 
same  territory,  is  proof  that  Dickelman 
Users  are  Satisfied  Users,  as  all  of  Mr. 
Van  Horn’s  customers  had  to  be  satis¬ 
fied  customers  as  these  houses  have  all 
been  sold  in  a  territory  so  close  together 
that  unless  all  of  his  customers  had  been 
satisfied,  it  would  have  been  impossible 
to  have  sold  202  Dickelman  Brooder 
H  ouses  in  this  relatively  small  territory. 
We  want  you  to  read  just  what  some 
of  these  people  have  said.  We  feel  that 
their  letters  will  tell  vastly  more  than 
anything  we  could  say.  Accordingly  we 
print  them  herewith: — 


Cockerels  Sold  Pay  for  House 

Lakeview,  Ohio. 

Gentlemen : 

We  put  43  7  chicks  in  our  Dickelman  Metal  Brood¬ 
er  House,  and  at  the  same  time  put  120  chicks  in 
coops  outside;  the  chicks  in  the  metal  house  grew 
more  rapidly  and  matured  quicker  than  the  chicks 
raised  the  old  way.  Out  of  the  chicks  raised  in  the 
metal  house  we  have  a  fine  bunch  of  pullets  and 
have  sold  enough  cockerels  to  pay  for  the  metal 
house. 

We  are  well  pleased  with  the  metal  house  and 
are  glad  to  recommend  it  to  other  poultrymen. 

Very  truly  yours, 

Mrs  H.  L.  Lowery. 


Paid  for  Itself  First  Year 

Limb',  Olkio 

Gentlemen : 

I  purchased  one  of  your  metal  brooder  houses  in 
1925  and  have  had  fine  success  with  this  each  year, 
raising  from  90  to  96%  each  year. 

On  April  22nd  this  year  we  put  5  12  Buff  Leghorn 
chicks,  in  our  house,  these  did  fine,  we  only  lost 
20  chicks  out  of  this  flock,  we  now  have  235  pul¬ 
lets  out  of  this  flock  which  are  doing  fine  and  lay¬ 
ing. 

We  can  heartily  recommend  the  Dickelman  Brood¬ 
er  House  to  all  farmers  and  poultrymen. 

Our  house  paid  for  itself  the  first  year;  it  is  easy 
to  keep  clean  and  the  chicks  take  less  care  than 
the  old  way  of  raising  chicks. 

C.  N.  Few. 

Proved  Best  House  in  Twelve  Years 
Experience 

Gentlemen ; 

We  have  been  brooding  the  majority  of  our  big, 
English  leghorns  in  Dickelman  Metal  Brooder 
Houses  for  several  years.  No  doubt  it  will  be  of 
interest  to  you  to  learn  that  we  have  had  most 
pleasing  results  with  your  houses. 

For  twelve  years  we  have  been  using  brooder 
stoves  and  have  used  several  types  of  wood  brooder 
houses;  both  single  and  double  rooms,  but  we  get 
much  better  results  from  the  Dickelmans.  The 
chicks  in  the  Dickelman  houses  are  very  hardy*,  and 
develop  more  uniformly.  We  attribute  this  to  the 
fact  that  your  houses  are  easily  ventilate^  .  -u. 
ne  not  easily  ovei-healed.  We  believe  more  chicks 
are  ruined  by  overheated  brooder  houses  than  from 
any  other  cause.  For  this  reason  we  advise  our 
chick  customers  to  buy  Dickelmans  instead  of  build¬ 
ing  wood  houses. 

We  also  find  your  houses  more  easily  moved  than 
the  heavy  wooden  houses  and  the  fact  that  they 
are  fireproof  eliminates  worry  and  the  expense  of 
fire  insurance. 

The  accompanying  photograph  shows  part  of  the 
Dickelmans  in  use  on  our  poultry  farm. 

We  assure  you  that  when  we  find  it  necessary  to 
add  to  our  brooding  equipment,  Dickelman  Metal 
Brooder  Houses  will  be  our  first  consideration. 

Sincerely  yours. 

The  Crider  Leghorn  Farm. 

(signed)  B.  E.  Crider 

BEC:M 


Installation  of  Dickelman  houses  on  the  Crider  Leghorn  Farm.  The  picture  shows  but 

three  houses  while  four  are  in  actual  use 


Thirty-eight 


THEDICKELMAN  MANUFACTURING  CO.  FOREST,  OHIO 


It’s  the  Extra  Chicks  and  the  Better  Chicks  Raised  That 


Make  a  Dickelman  Pay  for  Itself 


When  you  buy  a 
lot  of  baby  chicks 
you  expect  that 
those  chicks  are  go¬ 
ing  to  give  a  profit. 

But  are  you  getting 
the  greatest  amount 
of  profit  out  of  those 
chicks?  W  i  1  1  you 
raise  over  90%  of 
your  chicks,  or  will 
you  be  in  that  class 
where  the  U.  S.  De¬ 
partment  of  Agricul¬ 
ture  states  “the  big¬ 
gest  loss  in  the  poul¬ 
try  business  is  from 
the  loss  of  baby 
chicks;  in  most 
flocks  less  than  half 
the  baby  chicks  are 
raised  to  marketable 
size.  ’  Did  you  know 
that  with  a  Dickel¬ 
man  you  can  raise 
enough  more  chicks 
and  enough  better 
chicks  to  pay  for 

house  out  of  the  first  flock  of  broilers  and 
you  can  still  raise  one  or  two  more  flocks 
during  the  year? 

As  further  evidence  of  the  fact  that 
in  a  Dickelman  one  actually  can  raise 
more  chicks  and  enough  better  chicks  to 
pay  for  the  cost  of  it,  read  what  Mr.  F.  S. 
Harding,  of  Shiloh,  Ohio,  has  to  say: 


This  is  the  house  where  F.  S.  Harding  of  Lexington,  Ohio,  raised  510 
White  Leghorn  Chicks.  He  lost  but  30.  The  cockerels  weighed  2% 

pounds  at  11  weeks  of  age. 


Hatchery  Man  finds  them  well  adapted  to 
Starting^  Chicks 

Earlvillc',  111. 

Gentlemen : 

We  have  two  of  your  metal  houses  set  up  and  in 
use  on  our  Hatchery  premises.  We  raised  over 
5,000  chicks  in  them  last  season  up  to  3  and  5 
weeks  of  age. 

Very  sincerely, 

The  Earlville  Hatchery 


1  have  one  of  your  Dickelman  Metal  Brooder 
Houses.  The  first  week  in  "^ay  1  put  in  5  10  white 
leghorn  chicks.  These  grev^^  uniformly  and  lapidly, 
the  cockerels  weighing  2 -,14.  lbs.  at  II  weeks  of  t\ge. 
I  only  lost  30  chicks  and  1  think  this  is  a  fine  record. 
The  temperature  i.s  easily  regulated.  1  had  no 

trouble  to  keep  the  temperature  within  two  degree.s 
over  night.  The  house  is  dry  and  airy.  The  damper 
in  the  top  is  a  very  good  feature  and  should  be  kept 
open  all  the  time  except  in  extreme  cold  weather. 
This  is  my  fir.st  experience  with  a  metal  brooder 
house,  and  1  am  well  plea.sed  with  the  results,  there 
is  no  danger  from  fire  which  is  another  good  fea¬ 
ture.  The  windows  are  so  arranged  that  there  is 

always  plenty  of  light  for  the  chicks.  I  am  only 
too  glad  to  recommend  the  Dickelman  Metal  House 
and  only  wish  that  every  poultrj''man  had  one  of 

these,  for  they  are  a  labor  saver  as  well  as  a  money 

maker.  1  hope  to  own  another  Dickelman  in  the 
near  future.” 


Chicks  Mature  Earlier 

Uniopolis,  Ohio. 

Gentlemen : 

We  have  been  raising  poultry  for  several  years  and 
this  spring  bought  one  of  your  metal  brooder  hous¬ 
es  through  your  agent  Mr.  J.  L.  Dudgeon,  we  put 
500  White  Leghorn  chicks  in  this  house  in  April; 
we  now  have  2  18  of  the  nicest  pullets  that  were 
ever  raised,  some  of  these  began  laying  when  they 
were  4^  Mo.  old. 

We  figure  that  the  house  has  paid  for  itself  al¬ 
ready  and  consider  your  ventilating  system  the 
nicest  point  of  the  house  as  the  chicks  do  fine,  grow 
rapidly  and  uniformly  and  mature  sooner  than  chicks 
raised  the  old  way. 

We  can  recommend  your  metal  houses  to  farmers 
and  poultrymen. 

Very  truly  yours, 

Mr.  and  Mrs.  Harry  Huffer 


. . 

--  ■  '  - . .  .  .  ■  •  .  -  ■'  r  .  .  —) 


Thirty-nine 


In  Conclusion 

We  want  to  take  this  opportunity  of  thanking  our  many  old 
customers  for  their  patronage  the  past  years,  and  for  the  oppor¬ 
tunity  they  have  given  us  of  helping  them  increase  their  poultry 
profits.  We  also  want  to  thank  them  for  the  many  fine  unsolicit¬ 
ed  words  of  praise  they  have  sent  us  regarding  this  house.  In 
our  sincere  endeavor  to  serve  the  poultry  industry,  we  are  grati¬ 
fied  to  find  that  our  efforts  have  not  been  in  vain. 

To  those  to  whom  this  catalog  brings  their  first  introduction 
to  the  Dickelman  Metal  Brooder  House,  we  hope  we  have 
opened  a  door  to  a  larger  income  from  their  poultry.  We  know 
that  through  a  Dickelm2mi  Brooder  House  they  can  increase  their 
poultry  profits. 

You  will  find  Dickelman  quality — that  item  that  means  so 
much — in  every  article  that  you  purchase  from  us.  You  will 
also  find  behind  every  transaction  Dickelman  service  to  meet 
every  need.  We  hope  we  may  have  the  opportunity  of  demon¬ 
strating  to  you  exactly  what  these  two  words  mean. 

Yours  respectfully, 

THE  DICKELMAN  MANUFACTURING  COMPANY 

Forest,  Ohio 
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